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For Young America. 
TO REFORMERS, TENANTS, ANTI-RENT- 
ERS, SQUATTERS, anv SLAVES. 

Mr. Geo. H. Evans :—I rejoice to see your plan 
for a New Constitution for New York State. So 
far from forsaking, | consider it as strengthening 
the grounds of our Agrarian League for making the 
Public Lands free to actual settlers. ‘The freedom 
of the public lands, which already, according to ex- 
isting law, belong to the whole people of the United 
States, do not show the depth of our principles, 
which declare, that the Monopoly of Land by Land- 
Lords all over the earth, is a usurpation of the in- 
herent aud imalenable right of every man to a por- 
tion of the domain. 

By applying your remedy here in the heart of the 
evil, you excite a double action. You alarm the 
oppressor at the same time you rouse the torpid sen- 
sibility of the distressed. Was not the rapid pro- 
gress of the working men’s movement in 1829 part- 
ly caused by applying the remedy to the institutions 
with which they were surrounded? If then the 
working man became roused upon a plan which 
proved to be inefficient, how much more should he 
be moved by the the righteous one you now propose / 


at 
sons, aad not lag behind in doubts and fears. 
them not forget that experience has proved, that 
what we often imagine to be prudence, in avoiding 


the extremes of doctrine, is too often a want of | companied too, with such burthensome conditions. 


wisdom, prescience, and radicalism. A true re- 
former alw avs goes the whole length his mind can 
carry hin. All those, therefore, who cannot em- 
brace & uvew movement must be under suspicion of 
having their minds drawn to a too powerful focus 
upon thetr own peculiar department of reform. 
Men do not seem to be. sufficiently aware that the | 
species of things may be traced to a genus or fami- 
ly, andthus drawn to a focus that can embrace 


you have raised, armed with sharp-pointed rea- , Seems, in early times, was considered as worth no- 


[ do hope the friends will rally around the stand- fraudulently received for generations. 
j 
- Let thing in its wild state, and was generally given to 


of the commodities of life, so as to exchange them 

upon equitable principles of equal labor for labor, 
that the toil-worn producers of property can rid 
themselves of the damnable injustice of property | 
accumulating property, instead of it being accumu- | 
layed by productive labor only. 

Anti-Renters of New York ; you who are roused 
to arms by the grievous conditions attending your 
leasehold estates. Are you spilling your blood only 
to force your sordid patroons to sell you freehold | 
estates, and yet indifferent to the movement of 

the great principle of man’s natural right to do- 
smain? One tov, that wmakesthe land you occupy 
already your own, and which will keep it also from 
alienating from you? You ought to contend for a 
reform ten times more radical, if you even wish for 
‘no more than to get freeholds. A revolution hardly 
ever obtains all it struggles for. You should con-} 
‘tend that the farms are yours by the act of occupa- 
tion and cultivation, and that as your patroons gave 
their leases contrary to the inahenable rights of man, 
they are all null and void; and you should bring 
special actions on the case against your lords to re- 
cover damages for all the purchase monies, manor 
services, the wheat, the fowls, &c., that they have 


Land, it 





the occupant. It was, therefore, a fraudulent trans- 
action, to sell land in such limited estates, and ac- 


Settlers and Squatters of Iowa and other territo- 
ries of the United States. You whose enterprise 
has penetrated the wilderness; you who have grub- 
hed the roots of the forest, ploughed the turf of the 
prairie, and fought all the stern elements of nature ; 
will you, too, continue to remain in ignorance od 
your inalienable right tothe domain? Will you not 
begin to see that the soil should no more than your 
bodies be priced and sold’ It is the improve- 





thern all. 
reformer, then, reflect that | 
mind consists only of an association of ideas; and | 
that whenever he advanced to another department | 
of reform, that it was in consequence of acquiring | 
issociation or bundle of ideas upon it. 

This view too, will give bim a distrustful humility | 
as to the fallibility of his reason; which he should | 
also see is nothing more than such a bundle of ideas 

as he may have acquired upon a particular subject ; 

and therefore, that there is no such thing as @ fa~ 

culty of reason separate from ideas. Things are 

arranged in a certain order around us ; and it is in | 
consequence of the retina and touch receiving saad 
images of objects, and the other senses receiving 

their) pressions, in the same order and proportion 

ts they exist around us, that the mind acquires all 
its powers of judgment, reason and imagination. 
Thus the image of a female is figured on the retina 
with the same proportion in its parts that it has ex- 
ternally ; and it is from the idea of this image in the 
brain that it compares and reasons. Reformers, do 
not consider this statement of the nature of the mind 
irrelevant to the subject. If we know more of the 
nature of the tools we reason with, we will become 


Let the philosophic 


a fuller 





ment, the product of the soil and the manufacture 
of your hands, that are the legitimate objects of sale 
and exchange. Will you then continue to pay a 
tax of two hundred dollars per quarter, which reully 
has no value in its uncultivated state’ Do you pot 
see that you should have a bounty for settlement in 
Towa or in any other territory as well as the settlers 
in Oregon? The superior salubrity of the climate 
and other advantages in Oregon fully compensate 


for the greater distance and denger of ening there. 
Whereas the harshe: and more unhealthy climate 


this side of the Rocky Mountains compensates for the 
nearer distance. 
settlers upon an equal footing as to the title for the 
bounty for settlement. It appears from your peti- 
tion for a postponement of the land sales, that there 
is not currency enough to enable you to pay, or that 
you are beginning to see the injustice of being made 
to purchase your homes. The fact of government 





that they have anticipated the progress of the doc- 
trine of the Equal Right of Man to the Soil. You | 
settlers, then, throughout the West, have only to 
unanimously decline paying for your lands as unjust, 
and when government findsit can get no more mo- 





more guarded in forming our opinions. Though 


; i hat the lands should not be sold any 
, 3 » fi , >» mind when it \that it sees t ’ 
ibis ee ont Oe Se c shows the | more, and that they should go free to the settler | 


reasons from false premises ; yet it also 


vast improvement it 1s susceptible of, througha close | 


observation of the phenomena of nature. All our 
errors, all our wrongs proceed from the adherence 
to erroneous premises, which give shape to all the 
institutions around us. Correct the false premises 
of the mind and the world will become created 
aunew. Pt 

The erroneous premise or principle that has given 
shape to the present stage of civilization, ts that of 
the alienation of the inalienable and equal right of 
every man toa portion of the domain of the earth. 
With the loss of this right, every other inalienable 
right is fast becoming swept away with it ; and can- 
not be recovered but by regaining the land. The 
lows of the dominion of the earth has, throughout 
society, reared privileged and pyramidic institutions 
capped with power-kings, labor-kings, land-kings, 
and bank-kings. But hell is kindling at their bases 
and with a voleanic explosion will level them with 
their ruins and elevate the masses below. 

Tenants of New York, of the Empire State ; 
will vou again call a Convention only to make a few 
contemptible amendments as before; or as was 
lately done in New Jersey, by only pruning a few 
twigs from the bohon upas of society ? No, no, no, 
I hear you cry. ‘Then establish the principle at 
once in your new Constitution, that every man from 
the very act of existence, is entitled to a portion of 
the domain of the earth, to the whole produce of 
his labor, and that the only just title deed is that of 
oceupaney and cultivation. Declare also, that a 
man’s right to commodities can only consist in his 
production of them by his own labor, or by an ex- 
change for them upon equitable prineiples. Have 
these and other principles declared in a bill of rights, 
whether they can be reduced to practice or not. 


The doctrine that all mea are born free and equaP inalienable right to an equa! portion of the domain, 


has been declared in several constitutions as well as 
the Declaration of Independence, though it has 
not been reduced to practice. But its declaration 
has partly led to the discovery of the inalienable 
right of man to the domain. With these and other 
declarations in a bill of rights, and the plan pro- 
posed by the Editor of * Young America” engraft- 
ed on your new Constitution, for restoring the land, 
you will really begin to be a free people. But do 
not forget that it is the township organization that 
will cap the climax of your rights and liberties. It 
‘s only by distributing the farmers and mechanics 
" that proportion which will produce an assortment 


ney out of you, it will then begin to acknowledge | that its yield is sufficient, for all the wants of its in- 


| 
} 
| 


‘throughout the West. The government very rea- | 
dily passed a law for the relief of the Speculators in | 
lands in 1818 and ‘19 under the credit system, and 
who ran the lands up to thirty dollars per acre in| 
| some places on the settler, and will it sot now grant 
This law of government, though it relieved some. 
settlers also, yet it was mostly through the influence | 
of the big speculator, who never cleared an inch of | 
ground, that the law was passed. This represented 
the government as fraudulently rewarding the spe- 
culator for filling | 
lands upon the settler. But government has always 
| been, through all ages the greatest scoundrel in a 
| mation. 
| It is to be devoutly hoped that Congress will not | 
‘grant the rascally request of Whitney for a tract of | 
\land sixty miles broad across to Oregon to build a, 
| railroad, and that it will see that the quickest mode 
|to get the road will be to make the lands free to set- | 
‘tlers ; who will then rush to the land as they now 
\duto Oregon. Railroads should be built and owned 
by government, and the proceeds go to the revenue. 
| Those who use them, then, pay every man for the 
use, and not a nabob capitalist. The rush of emi-' 
gration from all the new states to Oregon will soon 
convince Congress that the proper policy will be to 
give them ail as bounties for settlement, drain the 
surplus laborers from all parts of the earth, and thus | 
promote the era of emigration. | 
And you, toil-worn tenants of Europe. You too, | 
seem to be discovering your inalienable right to land, 
by claiming your right to those commons which your 
usurping lords of the manor. have enclosed into 
parks. Do not be content and put off with the pos- 
session only of Leaths and bogs. Proclaim your 


| 
' 





to the enjoyment of every minute of your labor, and 
tothe principle of equal exchange of labor for labor. 
Nothing short of these will remedy your grievances. 
Divide your country into towns—let the proper pro- 
portion of mechanics distribute themselves in them, 
and demand the products of the farmers in exchange 


hope-forsaken, soul-despairing subject of the tyranny | 
of &purse-proud 


: ll the 

sion never be riven—will labor Deiat of Bee ts 
So that it puts the two classes of reward? Not until the masses, the men of toil, un- 
derstand their rights, the remedy for the evils they 


endure, and in the power and majesty of truth and 
right—make the application ! 


wrapped you! 
years are fast passing away: before they are all’ 
numbered let your voice be heard, and its notes! 


the grace of God."— 
Jefferson's Last Letter. 


NEW YORK, SATURDAY, JULY 12, 1545. 


main which you have for ages cultivated for the use 
of your masters. You have more right to colo- 
nize your masters than they have you. You are, 
no doubt, the most ignominiously oppressed of all 
the human race ; but your intelligence, it is to be 
hoped, will soon give you sufficient sensibility to 
realize it. Owing to the great proportion of torrid 
and tropical land on the earth, and to the superior 
adaptation of your constitution for its climate, you 
are the second race in importance upon the earth. 
The rapid discovery of all man’s inalienable rights 
will embrace the whole human race. The sun of 
Liberty has already risen in the horizon of humani- 
ty, darted his beams into the dark clouds of oppres- 
sion, and your tyrants are heard retiring amid the 
muttering thunder of their wrath. 


L. MasqQueRier. 
Greenpoint, near New York, July 4, 1845. 





For “ Young America.” | 
And the pilgnm seated himself upon the hard rock, and ex- | 
claimed, in the bitterness of his soul, * here, even here, | have | 


no right!’ 
Labor! labor! toil! toil! toil continually : this’ 
is the state of man! | 

Hope animates the heart—ambition nerves the | 
arm, and man commences his career of toil. 

Labor and sweat—toil and labor—labor and la-! 
bor on: rising with the sun, wielding the sledge, | 
swinging the scythe, toiling through the day and | 
dreaming at night of the toil of the morrow : toil- 
ing again, again through the day, the weeks and. 
the mouths, the months and the years, and to what 
end? Will the goal not be reached—will there be 
no place of rest—no oases upon the desert, when the 
end will be attaincd—when enough can be secured 
and rest can be had? when the man of toil can sit 
himself down, and say, ‘ I have labored enough—I 
will labor no more.” 

In isolated cases this may be done: but the | 
masses—the toiling masses—for them there is no such | 


hope : they have labored through the years that are | 
past—they are laboring still! Ever toiling, ever | 
producing, and the wealth-proud aristocracy are, as_ 


results of their toil. And thus it is, that the masses | 
labor in vain: in vain for them does the perspiration 
roll from their brow, until hope becomes extinguished, 


ristocracv. 
is there no 





So long as the earth, the heritage of man, is 


: / respect | 
and honorable ey yo fi uzenship.”—Reo. W 
Channing's Lecture, Feb. 28, 1844. abi - a 


' a8 with it, 
ever, accumulating the produce of their labor—the 





From the Concord Freeman. 
BRITISH PAUPERISM. 

According to a writer in Blackwood’s M ine, 
the number of paupers in Great Britain is 4, 000, 
or one-seventh part of the entire population of the 
empire. The proportion is as follows :—In Eng- 
land, 1,500,000; in Ireland, 2,300,000; in Seot- 
land, 200,000. Since 1814, a period of only of 
thirty years, there has been raised for the relief of 
the poor in England alone, upwards of £200,000,- 
OUU, or about one thousand million of dollars! On 
the other hand, it has been demonstrated, by the 
returns of the income tax, that there are seventy 
thousand persons in the empire, whose annual 
revenue is $200,000,000, or about £2,300 each. 
This monstrous inequality of human condition, in a 
country the richest and the most industrious the 
world has ever seen, ix alarming to the last degree, 
and almost shakes one’s faith in divine justice; for 
its greatest effect is seen in the prodigious increase 
of immortality and crime. During the last forty 
years, crime has increased at a ten-fold greater rate 
than population. It is obvious that a state of things 
so radically wrong cannot long continue. A general 
overturn must come, and the world will experience 
even a greater shock than was felt at the outbreak in 
France, a little more than fifty years since. What 
is terrible in the picture, is the contrasts which it 
presents to the contemplative spectator. The fore 
ground is filled with all that can please the eye and 
captivate the mind; but behind that is a destiny of 
evil, an accumulation of hideous objects, which ab- 
solutely appal the stoutest hearts that beat in human 
breasts. ‘The wealth of England is no dream, but 
a real, tangible matter ; it is no exaggerated thing, 
like the accounts which we have in eastern story of 
the accumulation of coin and precious stones in the 
treasury of this or that ruler—but is solid, substan- 
tial, and an instrument of real power. On the 
other hand, is the poverty of the masses, a poverty 
of so squalid a character, that even the mendicity of 
southern Europe appears happiness by comparison 
For, to appreciate the entire evils of the 


case, it must be clearly remembered, that while the 
lazzaroni are practical philosophers, and almost 
literally produce nothing, the English poor are 
Ow, ished, | many of them the hardest workers oo earth, and 
and the man sinks into the slave, the submissive, | those who are idle, would work cquld they find em- 
ployment. 


They have dug it from ber mines, they have created 
he pin Bat _* 

it from the waters of every ocean “tey.bave drawa 
the Line,” and in its accumulation have perilled 
every thing that is dear to man. 


England owes her wealth to them. 


Their reward for 
all this, is starvation to themselves and their childe 


ren, or the bitter bread of forced charity, grudgingly 


provided by hearts as cold as polar ice, and doled 


lorded by the few, so long must labor go unre-| out by bands that would fain strangle the recipients 


warded ; so long must many famish for the want of! of the churlish morsel. What a commentary is 
foreing so much land into market, excites suspicion | labor: and want—and crime, the consequence of this on the popular dogma, that honest indust 


want—exist inthe land. This is the state of the ever meets with its fitting reward! 


present system ; its monuments dots our country ; | 
we behold them in our courts, our poor-houses, and | 
our prisons. 


None can deny that the world is large enough, or 


habitants. Its hills, its valleys, and its plains are 
sufficietly extensive to offer to all a habitation. 
Its bosom yields a sufficient supply, and yet what 
misery there is in the world! what overwhelming, 
heart-rending destitution, not alone for the indolent, 
but also for the willing hands and the willing hearts, | 
the men of toil, the men who hitherto have asked | 





sistence, and, alas! too oftea in vain. | 

And yet, who can point to the time when there! 
were not lands uncultivated, or when there was not 
of food and of raiment an abundance in the world ? | 
Yet, while millions and millions of men call not a} 


and more than plenty for a million times the world’s | 
population, millions and millions suffer from the’ 
horrible anticipations of want, millions and mil-' 
lioas die from famine. Yes, while for every neces-, 
sity of life there is a supply as liberal as air, and as. 
illimitable as light, man may thank his God that! 
the elements cannot be boxed, and the sun made | 
merchandize of. But why not the air, and why 
not the sun, as well as well as the land? Each is) 
alike the gift of God, each were alike designed, not 


‘for a class, but for all mankind—the one as neces- 


sary to existence as the other. 

Men of toil! it is for you that the sacred truths | 
of *‘ human rights” are proclaimed ! 
oh, man, from the lethargy which has so long en- 
Time is fast rolling on. Your 


shall tell, if not for you, for your posterity. 
B. F. S. 


Standing Notice.—Let there be no misunderstand- 


jing on the subject. The objects of the Land Re- 


form Movement, now going on so irresistibly 
throughout the Republic, is not to disturb any man 
in the full enjoyment of his rightful property. So 
far as the Anti-Rent is concerned, it is to arrange, 
equitably, the difference existing between the actual 
possessor andtiller of the Soil, and the men who claim 
to be its “‘ owners.” So far as the National move- 
ment is concerned, its field is upon the Public 
Lands---the property of nobody, but held by the 





on equitable principles. But you are buried beneath 
such a load of taxation, that it seems almost impos- 
sible for you to liberate yourselves unless you become 
volcanic, and sublimely explode your mountain 


i oppression. 
rine ay you, too, have not only an in- 


Government in trust for all. Doubtless it may be 


necessary to provide against great speculators pur- 
chasing thousands of farms, consolidating them inte 


Patroonships, and so oppressing our prosperity. 
This, however, will be a subject for the pos 








¥ 


ing Conventi revise the Constitution.— 
Jalienable right to your bodies, but also to that do- JP. joi" tion to Albany 


Awake, then, | 
| 


Of old, it was 
said that he who would not work, neither should he 
eat; now, he who works, or is willing to work, can- 
not get food, except as a pauper. 

It4s sadtothink upon. And it adds to the gloom 
which the contemplation of so black 4 picture ex- 
cites, when we observe that we are treading in the 
same road which has led the people of England ialo 
a vast ire—that we are following the identical 
ignes fatui which have led that great race to the 
miry gulf whose iusatiable wants are stayed not 
by swallowing up whole empires—the terrible Sere 
bonian bog, in which it would seem are to be en- 


relief to the Squatters throughout their territories ? but labor, and through it have hoped but for a sub- | gulfed ‘* the hopes of all men in every nation.” 


From the Ohio State Tribune. 
MECHANICS AND LABORERS’ MEETING. 
A meeting of the Mechanics and Laborers of 
Columbus was held at the South Engine House oa 


its coffers by bidding up the | teed their own, while plenty abounds in the world | Thursday evening the 26th inst. 


The meeting was organized by appointing J. H. 
Roston, Chairman, and E. Glover, Secretary. The 
object of the meeting was stated by E. Glover, who 
also made some remarks on the recent organiza- 
tion of Associations of the working classes in the 
Eastern States, and the National Heform Associa- 
tion of New York, and closed with urging apoa 
those present the propriety of forming an Associa~ 
tion in this city, for the purpose of acting in concert 
with our brethren in other States who are laboring 
to elevate the working masses, and to bring about a 
gore just and equitable distribution of the pro- 
ceeds of the producing classes, between capital and 
labor ; and likewise the furnishing to landless 
person @ homestead from the Public , who is 
willing to occupy it. , 

On motion, the following resolutions were 
adopted : 

Resolved, That a committee of three persons be 
appointed to prepare a Constitution and by-laws for 
the organization of a Mechanics and Laborers’ As- 
sociation in the City of Columbus, and report the 

future meeting. 
Resoleed, That a poor. of three be appoint- 
ed to prepare and report @ preamble and resolutions 
declarative of the opinions and principles upos 
which the Association intends to act. 

On motion, the Chairman was requested to ap- 
point the persons to fill the committees named in 
the foregoing resolutions. 

J. Walton, E. Glover, and W. meme Aer ap- 

inted the committee required by t resolu- 
ous ; and J. H. Resten. J. Ormett, and C, E. Boyle, 
as the committee required by the second resolutien, 

On motion, the meeting adjourned to meet om 
Thursday evening the t0th of July- 
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NATIONAL REFORM ASSOCIATION. 
PLEDGE, e 
We, whose names are annexed, desirous of ] R 
man his Natural Right to Land, do sulemaly ayree, that we 
will not vote for any man, for any legislative” . : 
not pledge himself, in writing, to use all rap “ag P blic 
station, if cleeted, to prevent all further trafic m the Public 
I sel the States and of the United States, and es 
atk it we Farms and Lots for the free and ex- | 


them to be laid out in 

Bae oe lers. | 
clusive use of actual sett 

. — ; » fi Association 

Bt a Com junications ior the National Reform | 


ld | id } (post-paid) to Atvan E. Bovay, Secretary of | 
Theptaad w aAadaresse 


the Assocjation, 13 Chi ene 
JOUN WINDT, T'reasurer- 


YOUNG AMERICA. 





office, who will} 
lis | these are engaged as Teachers, House Servants, &c., and se 
‘can live while they have employment. 
| employed as Senmstresses, Book-folders, in Manutactures, Xc., 


uubers street, New York. | 


“Tsay that the willing laborer has employment four days per week, 


aud earns #200 per year. Out of this he has to pay rent, buy 
food, fuel, clothing, medicine, &c., for his family, often includ. 


restoring to| ing six or seven children too young to labor. 


5. There are probably fifty thousand women in our city de- 
pendent on their own effurts for subsistence. One half of 


The other balf are 


at wages averaging less than two dollars per week. Thousands 
cannot by steady industry earn a dollar and a half per week. 
On this they barely exist while they have employment; and 
when that fails they must starve or do worse. Hundreds are 
annually driven to infamy and ruin by absolute destitution. 

6. Though the ignorant and simple fare worst, the capable 
and educated suffer also. Hundreds of young men crowd in 
here from the country, saoguine of finding employment as 
clerks, artisans, &c., spend their last dollar in fruitless efforts, 
or are cheated out of it by fraudulent Intelligence Offices or 


|} mock employers, and have to borrow or beg the means of 


© Convince me that a pain iple is right in the abstract, and Iwill re | ws ting home again. 


f " f ROGETT 
dice itto practice, if Dean. Wirtram Leoor 


SATURDAY, JULY 12, 1845. 


in the True Sun Building, three doors 


A National Re- 


from Tammany Hall. | 
form Meading Room and Secretary's | 


gf 


| 

? 7 6 

: \ Office has. been opened at 13 Chambers 
os 2” street, and the Hlead Quarters ot the | 


Association is at Croton Hall, where they hold their Public 
Meetings every W ednesday evening. 
————- 


et The Ce ntral Committee, and all who feel an interest 


in the cause, are requested te meet at the Secretary s ollice 


on Tuesday evening. 
—>-_——- 


The office of Young America is now} 


} 


We have in our eyes an excellent young 


| man, native here, just graduated at College with honor and 
/esteem, most capable and worthy and having a strong family 


interest, who has for three months vainly and steadily sought 


/any reputable means of gaining a livelihood. 


7. Toan observing eye, Anarchy is written all over our in- 
dustry aud modes of lite. Four times as mauy persons as are 
really needed are engaged at three times the needful cost in 
supplying families with milk, fruits, vegetables, groceries, &c., 
and in the various departments of Retail Trade. All these 
must live by their business, and the sum of their subsistence 
and profits is of course an indirect tax on Productive Labor. 
Ten times as many persons as are needful are employed in 
conveying passengers and their baggage to and from steam- 


| boats, &c., so that while they obtain a bare living, the pablic 
| pay three times what they should for the service. 


And mea- 
surably so through all departments of human effort. 


The above description of the T'ribune, of the state of 
things in this city is, so far as I can judge, true to the letter. 


MECHANICS, LABORERS, and USEFUL PERSONS. | In the Printing business, I know it to be so, from the appli- 


These things are facts. In the city of New York are 
65,000 paupers, Uiat is one-seventh of the entire population : 
in the State one in 17 is a pauper, and these ratios, in city 
and county, are increasing year by year. The compensa- 
tion for labor is steadily sinking, until thousands are now re- 
duced to the starvation point. Labor and laborer—it is use- 
less to deny it—are, in this Republican country even, sub- 
ject to a subtle, indirect slavery, rarely acknowledged, but 
everywhere felt. And in this respect the white laborer ot 
the north is im a worse state than the slave of the south, 
for while the condition of the slave remains pretty much 
tle sume from year to year, that of the supposed free man 
is urowing constantly worse. fs there under heaven any 
he lp fur this 2? Who dares to doubt it? 

Therefore we, a committee appointed at the General 
Meeting of the Trades and Useful Classes, held at National 
Hall on the evening of the Gth of June, do invite all per- 
sons of whatever description, but especially all working 
mon, to assemble at Croton Hall, head of Chatham square, 
ou Wednesday evening next, July 16, at half-past seven 
o'clock, When and where we propose to repurt to them the 


it sult uh mul labors, 


lia UG. Davis, carpenter; G. H. Evans, printer; A. E. 
Bovay, teacher: Wim. Wilson, saddler; John Gould, 
CVA MINES x A. 1h vVVr, editor: Henry Beeny, shoe- 
maker: Ransom Smith, clockmaker; J. D. Pearson, 
cabinet maker; J. Spencer, tailor; John Commertord, 


Albert G. Ru- 
latphi, cooper; Dr. Newberry, physician; Jesse Fergu- 


m, blacksmith: 


chiairmaher 4 Robe rt lik “uly, book binders 


Samuel Janes, granite cutter; James 
Jobn Cann, silvermith; John Sher- 
loch, iron rail maker; Charles Holden, piano forte maker; 
Heury Tlughes, bricklayer; George Oaks, painter; John 
R. Seni Jomes Maxwell, miachiniat. 


Tes mowbes x 


Siewart, locksmith: 


scene 


pretanate | a 


rents are going up and wages are going 


down: we believe we have discovered the cause and the 
eure ( cite, 
> 
The Grent Question. 
a ee ae 
os; “ee? -s oS . 


forcme isalf on the press. The following is from the 


Lrihune » 


THE ANARCHY OF LABOR. 

The Courierol Monday has an Editorial on the subject of 
Association so ditlerent intone and temper from those usually 
appearing i that pauper that we feel imp lledto give it respect- 
ful and earnest attention, though an extraordinary pressure on 
our eolumus for some days past and to come will compel us to 


tidy brevity. 
The Couner disclaim any intention of “insulting” the des- 
titute by counselling them to study industry and economy. We 
ept the Courer’s disclaimer, and then ask it to look at these 
hacts: 
Our City of New York is now enjoying an unusual degree 
fothrntt and prosperity, growing and expanding on all sides, 
increasing in population, in business, and in wealth. Her 
Working Classes are probably as we \l employed as ever before, 
mid tar better than they can hope to be through any live years 
tocome. "Their labor, thanks to our excellent Tariff, is not to any 
‘ ouside rabl extent expose dl to depre ssing For ign compe tithon. 
Our Prisons are so organized as very slightly to interfere with 
our honest Mechante labor. 
vives employment to carpenters, masons, 
winers, laborers, &c., to an extraordinary extent. And yet, it 
is our deliberate estimate, the resalt of much inquiry, that the 
average earnings of those who live by simple labor in out city 
icing at least two-thirds of our population,—scarcely if 
exceed one dollar per week for each person subsisting 
thereon. On this pittance, and very much less than this in 
toany thousands of instances, three hundred thousand persons 
within sight of "Trinity steeple must pay City rents and City 
prices for food, buy their clothing, and obtain such medical at- 
tendaunce, religious cousolation, mental culture and means of 


buildings, ships, Xe., 


me ty br 


nt th 


enmoviment as they have Is this the condition which God in- 


tended for the mass of buman beings? 

— The Courier says: 

“We think the Tribune is ore atly mistaken in its alledged 
nothing like the sutlering it so graphically depicts exists 
wages ure higher now—so contractors tell us—thau 


facts 5 
namwug Us; 
they have been lor mouths or years, and very few who really 
wish work, go without it. The matter, 1 
founded in truth, is greatly over-wrought with a view to 
eflect,”” Ac. 

We wish our cotemporary bad extended its inquiries to other 
classes besicd who, though very worthy men, 
doubth ss. ire Thot so like ly to know whether the wages of work- 
ing men and the demand for their labor are adequate to their 
comfortable subsistence as the laborers themselves would be. 


* contractors,” 


We do hope the Courter will pursue this inquiry much farther, |- 


and tuvor us with the results in a much more specific and tan- 


gible shay . teis doubtless true that the aggregate demand for | 
labor in our city is very good just now—unusually so—that 


many receive better Wages as well as steadier employment than 
they forme rly did. This, then, is a time exceedingly tavora- 
ble to the Courier’s position. But what is the actual condition 
of the laboring mass of our citizens? 

facts necessary to show this) betore 
will thank some member of each trade or avocation to send us 
a clear statement of the coudition of his own craft---how many. 
as near as may be, are employed, and how many, as near as 
uiay be, are vainly seeking work---what is the highest, what 
the lowest, and what the average weekly earnings of the work- 
-how these compare with the prices formerly paid, 
Let us have the whole truth. Meantime let us state 

tacts within our own knowledge s 

1. There is hardly a day in which we do not receive appli- 

cations from printers aud others, entreating work on any terms 
which will heep starvation at bay, The facts within our pos- 
session warrant the estinate that there are at no time less than 
twenty thousand persons vainly seeking work in this city. 
2. We are assured by the President of the Journeymen Shoe- 
makers’ Association, that the wages of his fellow crafismen in 
our city have tallen lower and lower, until now the great mass 
of them work at rates which will hardly ke ep soul and body 
together--enot averaging over five dollars aweek. There are 
u tew employed on nice custom work who do better, but the 
above is true of the great majority, 

3. In our own trade (Printng) the average carnings of the 
journey men of our city, including those who do hot work be- 
CUlise thie ¥y cannot get work, must fall short of SO per week 
S00) per annuum. 

1. "The regular pay of Day Laborers in our city is, if we 
mistake not, $1 per day. Rainy days, severe cold weather, 
&Xc., are of course excluded. It would bea liberal estimate to 


Teli therein 
Ace Ac. 
a tew of the 


, or 


cations constantly made for employment. This (Thursday) 
morning the first man I met was one 55 years of age, who 
was a journeyman in the first printing office I ever entered. 
He wanted to be allowed to work, and said that for the last 
six weeks he had only been able to pick up work to the 
amount of ten dollars, and yet is a sober, industrious man. 
The only consolation I could give him was that I thought be 
had done enough work before he was forty to have given 
him, if justice had prevailed, a decent support the re- 
mainder of his life, and that I was engaged in a work that 
would produce a better state of things. He hoped it miglit 
succeed, 

If this be the condition of the laboring classes under * an 
unusual degree of thrift and prosperity, growing and ex- 
> and with an “ excellent Tariff,” what 
will it be when the Banks, the cause of the present apparent 


panding on all sides,’ 


prosperity, are actuated by a different freak, or when the 
“excellent Tariff” 
standard” ? 


shall be “*reduced to the revenue 

To the number out of employ ought to be added the 
number who have taxed their ingenuity to devise new con- 
trivances of a thousand kinds to enable them to entice the 
surplus money from the lucky few or a portion of the hard 
earned pittance of the laborer. If all who are not engaged 
in any occupation necessary to comfort or happiness were 
called together in front of the City Hall, would the Park 
hold them ? 
rect tax on the farmers who raise the produce which they 


All these idle and useless classes are an indi- 
consume, 


these evils; an Association of 400 families or 2,000 per- 


sane ta he aroanired wich 


a family; the capital, by whomsoever invested, to draw a 
per centage of the proceeds of the labor (commonly stated 
at *$-f2this.) 


start an Association for &100,000. 


at &5 an acre, 8 106,200, and I don’t know where he would 
vet land at less price any where in this vicinity, of a good 
This would be *6,000 more 
than his estimate for land, buildings, tools and machinery, 


| quality aud suflicient quantity. 


so that without further light nothing can be made of the cal- 





A rapid yet continual increase of 


at all events, even if 


We have not all the | 
us——we wish we had, and | 


| culation. 

| Besides, it is not likely that a sufficient men with 250 
apiece would invest their all in an Association; and if they 
would not have confidence in themselves, how could it be 
expected that capitalists would have confidence in them, 
with so many failures before theireyes? I wish some capi- 
talists would make a fair experiment, but it seems entirely 
improbable that it will be done. And even if it could, that 
making property of the dand, and then letting that pro- 
perty (the common right of all) draw 3-12ths to all eternity 
from the produce of labor, is a stumbling block that must 
ever, | think, be in the way of Fourierism, until the Right 
to Land be restored. F 

The Tribune concludes as follows : 





“The Courier says it bas no plan for the relief of the desti- 
tute but the old plan—Industry, Honesty, and Economy. This 
isvery good as far as it goes; but we still thimk preaching In- 
| dustry to the thousands who can find nothing to do is heaping 

insult on misfortune, while a Lecture on Economy to the hod- 
man who can but earn five dollars a weck to support his wife 
and seven children—the seamstress, who can at best make but 
| six shirts a week at twenty-five cents each—the widow, who 
supports three ragged children on the profits of an apple stand 
yielding her from one to two shillings profit a day—is rather a 
superfluous performance. Give the poor a practical Educa- 
tion in childhood and employment afterward---teach them how 
to do something to secure them something to do that they can 
live by---and then if they won't work, there is no more to be 
suid. But since the natural right of all men to the Land as a 
field for employment and a source of subsistence has, in the 
| progress of civilization, been cut off, we insist that the right 
to Labor should be acknowledged and respected. .Bociety 
has no right to starve an able and willing man to death, 
nor even into the Poor House.” 


| If the Tribune thinks the natural right to land has been 
“cut off” not to be spliced by the thing called Civilization, 


| 


then, to be consistent, why does he not propose to tax the 
| property of those who have profited by the cutting off to 
| get the means to start an Association in each township? If 
| he believes that the right to land can “ in the progress of 
| civilization” be restored, then why not say so? 

| To me it would seem one of the greatest absurdities for 
any one to contend that because the monstrosity called ciril- 
ization has sanctioned a robbery by society, we, of this in- 


fant Republic, should encourage, as far as we can, the per- 
petuity of that robbery through alltime! But Ido not un- 
derstand the Tribune to take that ground. I, for one, de- 
clare eternal hostility to every usurpation of human rights, 
no matter how aged, and hope to live to see every man’s 
bed become too warm for him who will not consent to neces- 
sary measures for a universal restoration of all rights 
usurped. 


As I consider the Tribune plan of getting 400 families 
with $250 a piece willing to invest it or capitalists willing 
to trust people without capital impracticable, I will state 
briefly what I think is practicable. We agree that there is 





is a surplus of labor in cach trade, the tendency of which, it 


The Tribune recommends Association as the remedy for 


aapisel of MLUU,UUU, or 7900 to 


But, as the Tribune proposes to buy the land, 
[ cannot, for the life of me, make out how he proposes to 
A Township of land, 


6 miles square, which would be none to large, would cost, 


will not be denied, is to make those who do labor work 
more hours and fur less wages. ‘Then, of course, @ remedy 
would be to take off the surplus to the land, and let the pro- 
per proportion of them turn farmers. With #250 a family, 
twenty or more families might go to the public land and sete 
tle a township, each claiming their natural right to a home- 
stead, and no more, and associating for such purposes and 
to such an extent as they could agree upon, but making it a 
primary consideration that all should be freeholders. Mak- 
ing and keeping all freeholders would eternally prevent any 
surplus of labor, because, the soil being open to all, a per- 
fect equilibrium would be kept up between the various oc- 
eupations. This, which is clearly feasible, would be a vast 
improvement on the present system, and then would be the 
time to propose Association, when the land could come in 
as common stock, or in equal shares, requiring no 3-12ths 
for a privileged few, as a memento of ancient usurpation. 

This plan could,.and I hope will, be put in operation nert 
spring. An agent to explore could go out soon, and select 
a site. And every emigration, by lessening the surplus la- 
bor and raising wages, would render the next more practi- 
cable. This is the best temporary measure I can think of. 
The effectual measure would be to make Public Lands free, 
and thus turn the whole tide of emigration from instead of 
fo the cities. 

The Fourier system, even if true in all its parts, (which I 
think it is not,) would take an age, at least, to make its bene- 
fits felt universally, and it is astonishing that some of its ad- 
vocates still persist in urging it on the suffering working class- 
es (without the right to land) asa remedy for them, It may 
be a pleasing study for benevolent men who are at ease in 
their circumstances ; but what the sufferers want, and what 
they have a right to, is a home now. It is little less than 
mockery to propose to a man who has to live twenty years 
a remedy which cannot be operative till after his decease. 

asantiliinaoin 
The Liberty Party. 

It is pretty generally kaown that the Abolitionists are 
divided into two sections, moral force and political, the lat- 
ter of which is termed the Liberty Party. The moral force 
Abolitionists have become subdivided, too, and there are 





Gevernment Policy. 

The last number of the Washington Union contains three 
important items of information, concerning the policy of 
the present administration. First, it is announced that the 
Secretary of the Treasury is doing all he can in accordance 
with the existing law in favor of the Independent Treasury 
plan by keeping as large an amount of the revenue as pos- 
sible out of the Banks and in the Mint, so as to increase the 
amount of American coin; and by making the best possible 
disposal of that which the existing law says must be kept in 
the Banks. Secondly, a letter of the Secretary is pub- 
lished, in which it is said thatthe Tariff * must be reduced 
to the revenue standard.” 
almost positively, that the President will not be a candidate 
for a Second Term. 

As little money as possible should be raised and kept on 
hand by thé government, and what is kept should be in the 
possession of none but its responsible officers, and be used 


And lastly, the Union asserts, 


for no purpose whatever but for government purposes: it is 
a gross violation of the Constitution and of common honesty 
for the government in any manner to sanction or be con- 
nected with the manufacture of spurious currency. With 
respect to the Tarif’, 1 hope to see the day when the Cus- 
tom House shall be entirely abolished, as an iniquitous con- 
trivance to tax the poor for the benefit of the rich; but 1 
would not have it touched till the Public Lands are made 
free to the landless operatives who have been drawn into the 
vortexes of the Factories that have sprung up under its hot- 
bed influence. When the Public Lands are made tree, then 
down with the Custom House, and\gaise the revenue by a 
direct tax, every man paying in preportion to his property 
clear of debt. 
people will find out how to reduce the expenses of the 
government. 

If President Polk will recommend this policy, or some 
decided approach towards it, L should like to see him re- 
elected. 

The President and his Cabinet must be aware of the 
downward tendency of landless labor, under the law of 
supply and demand and the tierce competition of machinery ; 
and they cannot be ignorant that to make every laborer a 
landholder (of a lot or farm) would remedy the evil. If 


When the revenue is raised in this way, the 


If not, his one term will be much too long. 





some symptoms of a subdivision of the Liberty Party. 
These are the necessary consequences of forming a party 
upon “one idea,” and especially upon one which was not 
the greatest in the world. When it had embraced all with 
stand still, or adapt itself to more enlarged views ; and this 
is the point at which the Liberty Party has now arrived. 
Its 60,000 votes can never swell to a hundred thousand un- 
less it adopts more comprehensive measures than heretofore. 
This opinion I expressed at the commencement of the Na- 
tional Reform movement, and the result of the elections 
since I think tends to conirm it. In fact, some of the lead- 
ers of the party have adopted the same opinion themselves. 
On the one hand, Gerait Smirn, seeing the impossibility 
of perpetuating the party with its “ one idea,” considers it 
a temporary party, to exist only till that idea has been forced 
on one of the old parties. On the other hand, Mr. Jackson, 
editor of ‘the Albany Patriot, and others, take the ground 
that it is a permanent party, and that its policy must be more 
expansive ; and several articles have appeared in the Pa- 
triot recently: te A Convention, too, has been 
resently held at Port Byron in this State, where the ques- 
An Address 
was presented by the progress men which caused an animat- 


threat alViene 


tion Was in some measure brought to an issue, 


ed discussion. Messrs. Noble, Lewis, Tappan, Pritchell, 
Rev. S. R. Ward, and others on the “one idea” side, and 
Messrs. Jackson, Goodell, and others in favor of progress. 
The address was finally indefinitely postponed by common 
consent, the progress men declaring that their only object 
What the result will be time is 
to tell; but Lam of opinion that if the progress men suc- 


at present was discussion. 


ceed in changing the policy of the party without a split, it 
will only be so far as to combine “ Free Trade” and other 
minor political measures with the Abolition of Southern 
slavery. I do not think that, if they attempt it, they will 
succeed in convincing the body of the Liberty Party that 
there is Northern slavery of such magnitude as to require 
immediate attention, caused by the monopoly of men’s ina- 
This, I think, as Mr. Greely once 
intimated to them, will be found to “ cut too close,” but hope 
it may prove otherwise. 

The Liberty Party commenced wrong, and it will be 
difficult to get it right. The National Reform Party has 
adopted the true policy, making its binding principle the 
abolition of all Slavery, by striking at the rvot of all, the 
Monopoly of the Soil, the greatest political evil, and leaving 
all minor questions to the ordeal of free discussion, and the 
decision of a majority of the party. 


lienable right to the soil. 


The rightful adjustment of the Lanp question would al- 
most of itself settle all the political questions now agitated, 
— 

NEW LIGHTS. 

Read—you should always read every paragraph that ap- 
pears in this paper, for it is rare that one is inserted except 
to illustrate some great truth yet practically denied by socie- 
ty—hbut read especially the articles in the first page today, 
and more particularly that from the Concord Freeman, a 
}paper which I have never seen, and which, apparently, is 
entirely unacquainted with the National Reform movement ; 
| 
following England to contusion, 

The writer of the second article stands high in the ranks 
of his party, a party with which | have never voted; and 
yet, setting aside Banks and Tariffs and other minor matters, 
there is a common object on‘ which we can agree, and, al- 
though personally unacquainted, I hail him as a brother re- 
former. It has been my opinion from the first that should 
the parties long neglect the question of the Right to the Soil, 
the ranks of the National i.ciormers would be filled from 
the honest thinking men of the two great parties of the day, 
who are fast becoming convinced of the inefficiency of old 
party measures to prevent national degeneracy. 

omeaiiiaen 

(i As the pamphlet * Young America” has now almost 
paid its expenses, even at the cheap rate of #1.50 a hundred, 
(the demand for it still increasing,) we shall soon issue an- 
other of the same size and price, containing the first three 
articles of th's paper on the New Constitution, embfacing 
the Declaration of Rights, (of minorities as well As majori- 
ties,) the Plan for restoring the Soil of New York (or any 
other) State to the people, and other matter. These pam- 
phlets are stereotyped, and can be supplied in een 
fies. They ought to be in the hands of every man in 
‘tgon who wishes to secure, and be satisfied with, one 
i#nestead and the produce of one pair of hands. 











whom that idea was prominent, of course it must come to a 


and yet has come to the conclusion that this government is | 


they have not examined the right to do this, is it not time 
| that they held a Cabinet Council for that especial purpose ? 


Pepa 
A WRONG IMPRESSION, 

The editor of the Ne iw York Working Mun's {idvocals, falls 
into a great error in relation to us. He alludes to our neglect 
ing to exchange with the Albany Freeholder, as if it were an 
intentional acton our part; even our friend of the Freeholder, 
asks somewhat pointedly the other day, if we were afraid tw 
exchange with hin. Now, we dislike to have our intentions 
misunderstood by those with whom we have fought in many a 
field; we, therefore, take leave to say, that we directed that 
paper to be entered upon our exchange list, at the very outset 
of our connection with this establisliment ; by carelessness, o1 
from some other cause, it was not done—nor did we know of 
the oversight, until several wecks alter, when the neglect was 
complained of as above noticed, 

As to the “ stupid remarks” of a New York correspondent 
being admitted without comment into our colunms, we have 
ony to say that he was discharged from our employment—that 
pre ably was as striking a comment as could have been made 
/y US. 

The Advocate fall into another error—it speaks of the United 
States Journal as * struygling for existence.” Not so. It has 
received a larger accession to its subscription list, within two 
months, than was ever before received by any paper in the 
world during the same time. Tis success is no longer proble- 
matical. Its only * struggle” hereatier will be to deserve the 
uvprecedented patronage it has so venerously received.---Unit- 
ed States Journal. ; 


When the Editor of the Frechalder informed me that the 
United States Journal had refused on neglected to exchange 
with him, U teld him I was sure it must be a mistake, and 
that he might better give a hint that the Journal was “ not 
received”’ ; and it was not till I supposed that this had been 
done that I alluded to it. 

The man who could deliberately use his hireling pen in 
the cause of Patroonery, supposing le was rendering ac 
ceptable service to his employers, got just what he deserved, 
Such a man would (for pay) have written against the Boston 
Tea Party and the other pioneers of the rebellion against 
tyranny, which, in spite of such men, became dignified by 
the name of Revolution. 

Right glad am I to hear that the Journal is so flourishing, 
and hope it will continue to flourish and do good battle in 
the People’s Cause, 


— 
Mr. CALHOUN'’S FARM. 

Mr. Calhoun, like Mr. Clay and Mr. Webster, is fond of agri- 
cultural life, and when not engaged in professional duties, he 
occupies himself on his estate ut Fort Hill. About forty culti- 
vated acres surround his mansion---and other sections of his 
grounds according to the Express, are occupied with cotton, 
corn, peas, and various other crops. He has drained his grounds, 
and introduced rotation crops---according to the report of acom- 
mittee who visited it---with an unexampled degree of success. 
The stock on his farm consisted of hogs, horses and cattle of 
good blood and in excellent condition. His negro house is a 
spacious stone building, 200 feet long, divided into spacious and 


ed the useful and ornamental, introducing admirable tillage 
with great horticultural taste and beauty.---St. Louis People's 

Organ. 

[Although these great men, who, when they are travelling, 
put up atthe fashionable hotels, and when at home have their 
comfortable Estates of a few hundred acres, never mix with the 
“*common people” or know anything of their wants or priva- 
tions, aud therefore do not feel the evil of Land Monopoly ; 
yet, when the thing comes to the test, and they are compelled 
to answer the question, ** Shall the landless have a homestead 
in accordance with Nature's bountiful provision?” [know by 
experience that, having enjoyed the right themselyes, they can- 
not say NO. It is only the stall-fed aristocrats of the cities 
whose heaven-upon-earth is made up of luxurious mansions, 
guzzling, gormaudizing, stocks, money -bags, and the gout, that 
will be incorrigible. ] 

culietitiitinesians 
To the Editor of Young America. 

" July 5, 1845. 
Sir—At the Porter House, No. 318 Water str et, third door 
from Rosevelt, the following Bauner is on the wall ; 

NATIONAL REFORMERS : 
MEET EVERY 
WEDNESDAY EVENING, 
AT 
CROTON HALL. 

A BAND OF MUSIC IN ATTENDANCE. 

Young Men, Honest Men, Working Men, turn out and go 
for the Freedom of the Public Lands, and AGAINST all 
unperR Lanp-Lonps; the Curses of Hell, the Robbers of the 
Widows, the Orphans, and the friendless. 
There are also two frames which contain the Principles of 
the True Natioual Reformers and the “ Address.” The peo- 
ple have commenced spouting, ** More Land,” * Less Rents,” 
“*Tis time we had that Reform.” Cuances Hanp. 


i reer 
0 We have complaints that this paper has not been re- 
ceived regularly at Saco, Me., and at Hall's Mills in this 
State. The package addressed to the latter ple-s. the 
P. M. says, has missed three times in six ~ 

There is villainy at work, forale pa’ 





fr‘m this office) has been res" ‘~ 





comfortable apartments. In all parts of his estate he has blend-" 































FOURTH OF J 

Some of the National Reformers 
organization, celebrated the Nationa 
Nic Excursion to Fort Lee. Ont 
Hudson, which afford one of the m 
universe, the following resolutions 
py the ladies and gentlemen present 
: 1. That we, as National Reforn 
with the unconditional liberation 
island, the People’s Champion of 
necessary preliminary to a Free Sol, 

vy, That we consider his release t 
in which we are proud to have taken 
an instalment of Rights unjustly with 

3. That we cordially invite Gov, 
post in the National Reform moveme 

Our friends in Massachusetts had 
The following account of their ce 
Boston luvestigator. 

“Tur Workinamen’s CeLenrat 
off very pleasantly. The meeting 
grove, in Woburn, and attended by 
persons, among whom were a larg 

here was an abundance of speake 
White, Scaver, Campbell, Wright, 1 
Brisbane, Mrs. Folsom, and Miss B 
provided in the grove. Nothing « 
tivities of the occasion, which were 
afternoon, When the company left 
pleased with the entertainment to wh 

(7 The Anti-Renters had a splet 
Scotland, another at Churchtown, a 
At Ne 


lent resolutions were passed, which 
















































and several at other places, 







next week, 






—s>——_— - 
THE DELAWARE ANTI 
The Sun says that the Delaware | 






proposals tv their Land-Lords for a 
and other papers have made a simil 







Land-Lords residing in this city (as th 
side in London or Paris) requested the 
delegation, and two delagates came 
wee ® 

The Anti-Renters should now assut 


But the conference resulted in 









the landlords have any favors to ask, 





farmers: they bave the must leisure to 






stitetional Convention is so neara ha 






now for all parties to suspend hostelitie 
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year! they could not earn their own 






submitted to that tribunal? 






the decission of the Convention be ag 











be prepared for the worst. 
The Algerines (of Europe) thougt 









become so used to it) that they could me 
tu the fashions without levying trileutd 
European nation navigating their seas 
an Ante-Rent Standard and Decatur 







Algerine Patroonery. © Some things 
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MURDEROUS OU 


A company of about 90 slaves f 
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the United States, from which place 
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prisoners to return them to slavery. 
of their right to the soil, would pre 


their condition in the least; but 













where it pleased them, and the mu 
upon and captured them deserve to 
republican, 
eT 
TEXAS, 
The Texan Congress, assembled ¢ 


consented to the terms of the joint re r 








States, annexing that Republic to 
On the 4th of J 
to assemble to adopt a State Conste 


treaty with Mexico. 


that this settles the question of Anne 
—~@— 
On the 4th of Jaly, after our i 
I received another copy of the 
tains, besides much other interesting 
forty or fifty meetings, in difierent 
lating to the formation of Land A 
are making again to unite the Lrish 
who by trickery have been kept ag 
tracts this week. 
— 
((7” Just as this paper was going t 
an address occupying nearly a paye 
livered at New Salem on the 4th of 
It contains, as | think, with much ga 
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Friexp Evans—I have read with 
can well express the three letters of 
dressed to the working classes of Engl 
the working classes of the United Sts 
lent paper, * Young America.” I hav 
less O'Connor. His family name re 
but if ever man deserved the name F 
Editor of the London Northern Star, aq 
sidered the greatest man in England 
beyond question the most useful. As ¥ 
the people at this Ume as pre-emunent 
is Fearless O'Connor pre-eminent in | 
~ession, the permanent possession of food] 
he should be successful in this glorious 
before this our good old globe has m 
ions round the great luminary, that he 
‘ens of thousands of wretched cellars it 
Birmingham, and other large towns, 80 
Without tenants. The game laws wo 
robberies and murders would cease, f 
return, and it would be Merrie Englas 

Yours, sincerely, 
—— 


Staveny, which is so often inveig 
would be better understood if those wl 
would but go to the South, and see it 
4 great evil we do not deny; bet that i 
't represented is not true. We make bd 
‘rom personal observation---that the ed 
the South is fully equal to the conditi 
North. It is the name that we are ho: 
‘© few extreme and rare cases of bard 
“ad picture. But this is altogether a a 
treme---and very far from representig 
Character of the institution. In our « 
nor commendable to call our Federal G 
— than all other governments for the ex 
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mt Policy. 
Woshington Union contains three 
tion, concerning the policy of 
First, it is announced that the 
is doing al!) he can in accordance 
wor of the Independent Treasury 
NH amount of the revenue as pos- 
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existing law says must be kept in 
letier of the Secretary is pub- 
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\ie Exeursion to Fort Lee. 


FOURTH OF JULY. 
some of the National Reformers, without any particular 

ypwation, celebrated the National Anniversary by a Pic- 
On the rocks overhanging the 


‘jidson, which afford one of the most splendid views in the 


is 


4 


averse, the following resolutions were passed unanimously 
» ladies and gentlemen present: 
That we, as National Reformers, are highly gratified 
the unconditional liberation of Gov. Dorr of Rhode 
cod, the People’s Champion of Universal Suflrage, the 
sur prelim nary toa Free Soil. 

», That we consider bis release the fruit of an agitation 
nielt we are proud to have taken an active part, and as 
talment of Rights unjustly withheld from the people. 

Tinat we cordially invite Gov. Dorr to a prominent 
in the National Reform movement. 
Gur friends in Massachusetts had a pleasant time of it. 


following 


account of their celebration is from the 


Boston Investigator. 


“Tue Workinemen’s Cecenration, on the 4th, passed 
very pleasantly. The meeting was held in a beautiful 
ve, in Woburn, and attended by six or seven hundred 
rons, among whom were a large number of females. 
re was an abundance of speakers—Messrs. Ryckman, 


, Seaver, Campbell, Wright, Melien, Lindsey, Dana, | 


A collation was 
Nothing occurred to mar the fes- 
if the occasion, which were continued till late in the 


shane, Mrs. Folsom, and Miss Bagley. 
ded in the grove. 


won, When the company left for their homes, highly | 
cd with the entertainment to which they were invited.” | 


~ The Anti-Renters had a splendid celebration at New l the aristocratic and we althy looking down on those whom | 


vl, another at Churehtown, another at Middleburgh} 
veral at other places. At New Scotland some excel- 
csolutions were passed, which will appear in this paper 
veek, 

—s——- A 

THE DELAWARE ANTI-RENTERS. 
rsuys that the Delaware Anti-Reuters have made 
» their Land-Lords for a settlement of ditliculties, 
The 
resuling in this city (asthe Irish Land-Lords re- 
Londen of Paris) requested the Ant-Renters to send a 


ers have made a similar misstatements. 


and two delagates came down accordingly last 
ie conterence resulted in nothing. 
ati Res 


wis have any favors to ask, let them wait upon the 


ters should now assume a dignified stand. If 


thé y tiave the most leisure to travel. But, as a Con- 
Convention is so neara hand, would it not be best 
ll parties to suspend hostilities and let the matter be 
thattnbunal! “Phe Land-Lords might try for a 
vild not earn their owa living, and then, should 
ssionol the Convention be against them, they would 
wed tor the worst. 
Nloerines (of Murope ) thought at one time (they had 
t) that they eould not live exactly according 
fashions without levying tribute on the ships of every 
in nation navigating their seas; but Uncle Sam set up 
\ou-Rent Standard and Deeatur and his boys soon upset 
Patroonery Some things can be done as well as 
a 
MURDEROUS OUTRAGE, 
\ company of about 90 slaves made their escape from 
ind and passed through Washington, the capital of 
| nited States, from which place a gang of bloodthirsty 
uns started in’ pursuit of the fugitives, several of whom 
fired upon and wounded and most of whom they took 
wers to return them to slavery. These men, deprived 
iv right to the seil, would probably not have bettered 
condition in the least; but they had a right to go 
t pleased them, and the murderous brutes who fired 
d captured them deserve to be execrated by every 
elie atthe. 
— 
TEXAS. 
Texan Congress, assembled on the 16th June, has 
ented to the terms of the joint resolution of the United 
tanexing that Republic to this, and rejected the 
. with Mexico. On the 4th of July, a Convention was 
mble to adopt a State Constitution. Some consider 
his settles the question of Annexation, and some do not. 
a ae 


* On the 4th of July, atter our last paper went to press, 
ved another copy of the Northern Star. 


esides much other interesting information, notices of 


or fifty meetings, in different parts of England, re- 
Attempts 
iuhing again to unite the Lrish and English Reformers 
by trickery have been kept apart. 


to the formation of Zand Associations. 


No rooin for ex- 
thus week, 
cities 
Just as this paper was going to press, I glanced over 
iress occupying nearly a page of the F'reeholder, de- 
Lat New Salem on the 4th of July by a Mr. Watson. 
tains, as LF think, with much good matter, some most 


1 positions concerning the Anti-Rent movement, and | 


uisrepresentations of the National Reform or Agrarian 
ent. tt shall be noticed hereafter. 


=< 


itso Evanse-L have read with more pleasure than I 
| express the three letters of Fearless O'Connor, ad- 
el to the working classes of England, and spread before 


hing classes of the United States through your excel- ' 


iper, * Young America.” 
() Connor. 
ver man deserved the name Fearless that man is the 

of the London Northern Star, and he may now be con- 

{ the greatest man in England at this moment, as he is 
juestion the most useful. As Wellington stands beture 

ple at this Gme as pre-eminent in fields of carnage, so 

ss O'Connor pre-eminent in leading them to the pos- 


I have wrote his name F'ear- 


i, the permanent possession of food producing fields, and if 


ld be successful in this glorious work, as I have no doubt, 


It con- 


His family name reads Feargus O'Connor, | 


National Reform Association. 
KEG ULAR MRETING. : 
Wednesday eveamg, July 9th, Mr. Evans in the chair. 
Chairman read and invited signatures to the Pledge. 
Mr. Bovay 


was requesied to address the meeting. 
fe said, in 


substance, since our last meeting, | have 


American National Convention” ia Philadelphia, and | 
take it to have been about the most ridiculous affair of 
the kind on recoid. This Association know why they sent 
a delegate there : 1 suppose it was because they thought the 
** Natives” were ashamed of their present position before 
the country, and were sincerely desirous of taking up some 
measure of general yood. There had been some indications 
of this feeling certainly, but as for me, I never from the first 
had the slightest hope of them. LT was not disappointed in 
the conyention, save in its numbers, in which, as in all other 
respects, it Was a miserable concern: and as it was, at least 
seven-eighths of the whole were from the two cities of New 
York and Philadelphia. There were in that few, however, 
some remarkable contrasts of phy sioguumy—lI observed the 
jcunning smile of the wily politician; the savage, brutal 
lleer of the church-burner; but, above all, the self-satisfied 
simper of the pharisee, and the stupid stare of the bigot. 
|} Of course LT was not at home in such a coaventicle, neither 
j} was Ttolerated. My credentials were reiurned to me, as 
notone of their fold, and T withdrew, with respect for my- 
self considerably increased. Reformers: in “ Political 
| Nativism”’ is no gleam of hope. 
tian Night, (sod cursed tor ever. 





(The audience respond.) 
Mr. West next addressed the meeting in a speech replete 
with sound sense ; the leading thought of which was this : 


hey call the lower orders, say : 
| what honest, what subunissive fellows they are—see how they 
)toil on patiently from year to year, enjoying themselves but 
/a tithe of what they produce, that we may live in ease.” 
| Now we are (said Mr. W.) all they say of us, but let us be 
jso no longer. Let us, in conscious dignity of manhood, 
| rise up and demand our share of the elements of life and 
happiness. 
The Chair now introduced Mr. Dovetass, of Delaware 

co. Mr. D.’s address was a just and able vindication of the 
ithe Anti-Renters, not on local and t mporary, but on uni- 
versal principles. It 
, tion. 
The Chair announced that there would be a Mass Meet- 
jing of the Trades and Useful Classes at Croton Hall, next 
Weduesday evening. Adjourned. 


Was rece ived with decided approba- 


ee 6 
From the Providence Gazette. 


THE LIBERATION—POSITION OF GOV. DORR. 

Iu order that the enemies of Mr. Dorr in other States, may 
have bo further excuse of apology for misrepresenting the facts 
in the case of his liberation, we will once more atte mipt the work 
of ‘setting history right,” in referenee to it: and we ask the 
favor of our political brethren of the press, that they will give 
vur statement the benefit of their circulation. 

In the first place, let it be understood, that the act which be- 
came a law on the 27th ultimo, did not require the taking of aa 
vath of allegianee by Mr. Dorr, as the price of his liberation. 
So far as his release was concerned, the act was unconditional, 
—it was a lurning out law, making it imperative with the War 
den to release the Governor forthwith; and leaving no alter- 
native with the latter but to leave the prison. 

Another section in the Liberation Act provides that Mr. Dorr 
shall not be restored to his rights, until he shall take an oath 


OUTLAW at large. This condition, we 
NEVER COMPLY with, WHILE HE RETAINS His SENSES. Todo 
so, would be a virtual abandonment of the position he has thus 
far so manfully maiutained. 
that he had forfeited his 
claims he has uot done. 


State, which he 
ht would, in fact, be pleading guilty 


allegiance lo the 


to the charge of treason, « 
was wrongfully convicted. 

And thisis not all. The offer, on the part of the Assefffbly, 
to restore Mr. Dorr to bis rights, of restore his rights to him, on 
such a condition, isan unjustifiable tosult to the man. 
quires him to tuke an oath, tn order to qualify himself to take an 
oath. 
the Algerines only as an insult to a man whem they were 
forced to liberate, and who, every man of them koew, would 
scorn the offer of liberty or restoration at sucha price. 

{t is well unde rst vl wcTCc, and should be understood abroad, 
that the majority in o: 
tion of Govervor Dorr, trjm any magnanimous or honorable 
motive, but only, as we honestly believe, to prevent his libera- 
tion in some other way. ‘This is evident from the biter lan- 
guage in whichthe Ammesty Act is couched, from its very title, 
and espe ially from the fact that that act does Not re store Mr. 
Dorr w his rights. The act was altogether an objectionable 
one, and was only voted tor by the Democratic members with a 
solemn protest against every part of it besides the simple pro- 


Vision for the liberation of their triend. co. W. 


—<—— 
GOV. DORR'S LIBERATION. 
very real friend of libert 


friend of hiverty loos re 


y must rejoice, and every real 
in the liberation of Gov. Dorr 
| from the prison iu which be had been contined by the con- 
temptible vindictiveness of the 
hostile to buman rights. 





party which has ever been 
He is now that for which he ven- 
tured allto render bis oppressed fellow citizens, a freeman ; and 
if we may inter the future trom the popular enthasiasm which 
| greeted his restoration to liberty, he will receive, as an appen- 
dage to his freedom, the highest honors which a grateful and 
intellectual people can bestow. The work of reformation, 
j}which began with the election of Governor Jackson, has been 
well wel! sustained by the liberation of Governor Dorr, and 


will, we trust, be worthily prosecuted by the election of Gov. 
as © ' 


Dorr to the exeenutive chair. The Providence Gazette, which 
describes the incidents attending his release from prison, inci- 
| dents showing that the enthusiasm of his triends is now greater 
than ever, informs us that they will not desist Gll this good 
work be accomplished. : 

The whole course of procs in Rhode Island, from the 
attempt of the majority of its people to establish a constitution, 
| to the liberation of Gov. Dorr trom the prison of vindictive 
| tyranny, offers an impressive lesson to the people of all the 
ather States. They show that all parties founded on exclusive 
privilege, all monopolists, are tyrants, aud to maintain their 
|} power, will pever be scrupulous about means. The * Alge- 
rine” party in Rhode Island, as the exclusive lan Sholders’ party 


were called, though as the 


logs 


lgerines are a humane people, we 
object to the propriety of the term, having the sole right to vote 
under the old charter, and saying that the charter could be 
amended by the leyislature alone, 
tually opposed all amendments, and ruled the State upon the 
| rotten borough” system of England. This drove th ma- 
| jority to their original right of assembling to adopt a constitu- 
}tion; and under this constitution was Gov. Dorr elected. The 
| ** Algerines” resorted to force for the purpose of keeping the 
governmental power, and the constitutionalists to force, to dis- 
possess them. Ip this conflict originated the unconstitutional 


attended what is pumpously called the Great Native | 


of allegiance to the State—mahking him, in the meau time, an 
know Mn. Dorr wite ! 


It would be an achuowledgement | 


it which, he will even contend, he | 


It re- | 


liisa pertect absurdity in itself, and was intended by | 


ir Assembly did not consent to the libera- | 


which they elected, etlec- | 


Peess hanainen Uniea. 
CONSTITUTIONAL REFORM. 


It impartsto us unfeigned pleasure to witness a disposition on 





cratic features of the Constiution of Virginia, are proverbial ; 
and afford a constant theme of complaint ou the part of the 
true democracy, not valy of that State, but of the whole Union ; 
land at the same time they enable our opponents to point to 
j them as an evidence of the insincerity of out professions of 
democracy, aud our incon<stenev in not endeavoring, while 
we have the power, toremove them ; and thus render us free 
of all imputations and liabilities on that score. This mode of 
reasoning. on the part of the federalists, cannot be denounced 
as unsound—for it is the very essence of correctness and truth. 
Remove the anti-democratic parts of the Virginia Consutution, 
and our friends in that State, as well as those of the enure 
Union, can, with the utmost assurance of success, put an end to 





the stereotyped, but just reflections of our poliucal antaguuists. 
We bope and trust thatthe people of Virginia will enter into 

j the proposed relorua of their Constitution with all the vigor 
and spirit belonging to them. It as said that nearly every 


the part of the people of several sections of the State of Vir-| 
ginin, to revise their Constitution, and introduce such reforms | tion produced in 
as will be deemed seasonable and opportune. ‘The anti-demo- | of the 


| Albert C. Koch, has brought to light the fossil re- 


THE ZEULODON § 
WoNDERFUL DISCOVERY IN Natural History. 
Our readers will doubtless remember the sensa- 
1840 by the discovery of the bones 
great Missourium of Missouri. We have 
now to announce that the same discoverer, Dr. 


mains of a monster in the animal creation that puts 
in the shade the celebrated * Iguanodon™ of Eng- 
land, of collossal size, and the still more gigantic 
Missourium. The last discovery may be set down 
to the State of Alabama, and to a county adjoming 
Mobile, namely, Washington, being embedded in a 
yellow lime rock formation, near the old Washington 
court house. Dr. K. is a German by birth and 
education, but has alrendy acquired considerable 
reputation in this country for his geological re- 
searches and his ardent devotion to the cause of the 
natural sciences generally. He gives to this last 





county in Eastern Virginia is opposed to a “change: but let 
| this not deter the West, who, it is stated, are almost unani 
mously in favor. If the latter assertion be correct, we will not 
fear of the tnumph of the friends of Constitutional reform, in 
spite of the Eastern influence. Success will, eventually, if | 
not at the present time, crown their efforts. i 
agitate; strike for a democratic Constitution. 
qualification feature of the present Constitution is a disgrace to 
| that State; and should be stricken from its face. Shall it not 


Persevere, then: 


| greater than that which the past has ever secured her. 
— 
FLOGGING IN THE NAVY. 


We rejoice to hnow that the present active head of the Navy 


| under existing laws, the infliction of corporeal punishment for 
petty ollencesinthe Navy. Hehas come wo a determination to 
torbid the infliction of corporeal punishment at our naval sta- 
| uons, and to prevent iton ship-board, unless directed by the 
| Written order of the commanding officer.---U". 8. Journal. 
| Thisis certainly an important step in the path of right and 
justice, but itis only a step towards the abolition of a long train 
of abuses which abound iu our navy. Flogging has been abol 
ished in our best regulated prisons in disciplining refrac tory 
criminals, but is still tolerated in our navy, where free Republi- 
, cans (Heaven save ‘he mark) are tied up and lacerated and torn 
| by upstart striplings! Away with such outrageous brutality, 1 
would disgrace a uation ot suvages. The detenders of treedom 
| themselves the most helpless and abused slaves! Think of 
that Americans. Your hardy, honest seamen who defend the 
laws of your country from domestic violence and foreign aggres- 
sion receive from Uthat country more cruel weatment than the 
vilest criminals that violate those laws! The felon who steals 
your property, buras your dwellings, or violates the chastity of 
your wives and daughters, is entitled to a patient examination 
and impartial tral before a jury of his country, and if found 
guilty is simply restrained of his liberty. But the American 
| freeman who devotes bis life to the service and detence of his 
| country in our navy, is liable to be tied up before his fellows 
| and disgraced aud brutalized by being tlogged for some petty act 
of disrespect to rutile-shirted dignity !--- Augusta Age. [When 
the sailor has his homestead to retreat to, thiugs will wear a dif 
lqpomt aspect.) , 


——a———_— 


From the Cleveland Plain Dealer. 
One of the most notorious dens in the Five Points, New 
York, known as** Dichen’s Place,” was burnt out atew days 
|ago. No degeription it is said, could give an adequate idea ot 
the scene gome aix buildings were more or less injured, and 

in the re@ 

haps a hundred families, living in the lowest grade of wretch- 
edness and degradation. Every cellar vomited torth moustrous 
masses of reeling wretches distarbed in theirorgies. The New 

York Truc Sun says :— : 

* Within filty yards of the flame a crowd of men and women, 
almost in a state of nudity, and one negro girl actually without 
afag tocover her, dancing in a cellar, to the music ot a drunk 
en fiddler, all of them being more or less intoxicated! This 
was was witnessed by one hundred spectators. In the back 

ground were not less than a dozen children, taking thew first 
' lesson in this school of iniquity. 
| with the orgies and were in some cases even anxious to take a 
part in them, although they were invariably threatened by 
their parents when they left their seats. An old woman, hor- 
rible above all to relate, plied them from tame to time with li- 
quor, and some of the poor little wyetches seemed to be almost 
| insane from their frequent potatious. A more sickening, heart- 
rending sight cannot be imagined.” 

‘These horrible dens, tilled by creatutes who have lost all re- 
semblance of humauity, are within a stone’s throw of Broad- 
Ww ay. 

—_——<— - 


The Fourier Establishment at Bate’s Mills near 
this village, 


| 


which was organized about a year since under the 
| name and utle of the * Ontario Union,” as was generally pre- 
j dicted, has exploded. The fraternal link which bound its 
| members so lovingly together, at the inception of the scheme, 
| had been growing weaker and weaker for mouths, until at 
| length it has been completely severed. We understand that 
lan assignment for the benefit of the creditors was made about 
a month since of such of the assetts as had not been previously 
appropriated to R. Gardner, and —— Lane, of Hopewell, and 
the members have principally dispersed. The doctrine of 
Association, doubtless possesses many attractive features, and 
its advantages have been set forth in glowing colors by vision- 
ary theorists enlisted in its advocacy, but as a system of so- 
cial economy for the practical purposes of life, it is found, upon 
experience, altogetherinadequate. Tn this quarter it has proved 
disastrous to those who have embarked vin it, and we believe 
most of the members themselves, have hut little faith in the 
system.---Canandaigua Repository -{ A failure is no proof of 
itnpractibility.] 


Perilous Descent.---As a party of young ladies and 
and gentlemen were amusing themselves with a rural walk, on 
the 4th ot July inst., one of the number, Miss Motlatt, of Varaa, 
approached the bank of Fall Creek, at a point near the dam, 
about a mile up the stream, to obtain a view over the precipice. 
| Seizing hold of a bush for support, and fascinated by the be auty 
of the scene, she incautiously leaned too tar forward, by which, 
the bush giving way, she was precipitated over the bank, @ per- 
| pendicular fall of eighty-two feet. One would suppose that in- 
| stant extinction of life must be the necessary consequence of 

such a descent; but fortunately she was received in water of 
| Uuree and a half feet deep, from which she scrambled upon dry 
land, considerably frightened, but not seriously injured, not 
having even lost her presence of mind, tor supposing after 
stinking she water that she might be carried down by the force 
of the 1 I 
seize hold of any thing which she might be able to reach, to 
arrest her progress. It is truly an astonishiag instance of pre- 
| servation trom the effect of accide nt. Certainly “ some things 


can be done as well as others.""—IJthaca Chronicle. 


| Information Wanted.---Of a person named Sam- 


| uel Rainboth. a Printer, learned bistrade in Montreal, Canada; 
! . . ’ . 
| he left there 18 vears since, and was seen in New Orleans four 


. j 
years ago and w person by that name was heard of two years! 


this our good old globe has made many more revulu- and shameful pro« eedings of the “ Algerines,” of which Gov. | since in Boston.---He is earnestly requested to inform his sis- 


ind the great luminary, that he will be, then will those 
thousands of wretched cellarsin Liverpool, Manchester, 
am, and other large towns, so destructive to health, be 
nants. ‘The game laws would be rendered useless, 
ivt murders would cease, pastoral pleasures would 
lit would be Merrie England indeed. 
Yours, sincerely, 
a 


W. SLarer. 


rkY, Which is so often inveighed against in the pulpit, 
etter understood uf those who say so much about it 

ul go to the South, and see it as it really is. That it is 
vvil we do not deny; butthat it is the evil we often hear 
rsented is not true. We make bold to say---and we speak 
vrsoaal observation---that the condition of the blacks at 
iti ts fully equal to the condition of the blacks at the 
It isthe mame that we are horrified with, which added 
‘treme and rare cases of hardship and cruelty, make a 
ire. But this is altogether a one-sided affair---an ex- 
and very far from representing correctly the general 
rrof the institution. In our opipion it is neither wise 
ime ndable to call our Federal Government more culpa- 
in allother governments for the existence of nogro slavery. 
“is @ better service for us of the North. Let us see that 
aa ose. white people are properly fed, clothed and edu- 
= Sad thon what sympathies we have we can with more 

¥ Yestow on the slaves of the South.---Qnon. Standard. 


r 


| Dorr has been the victim. But they were finally compelled to 
adopt a popular constitution, and under it we trust that Gov. 
| Dorr will reach the highest honors of the State. Those in 
| Whose cause he suffered are bound to this, for the purpose of 
vindicating the great principle on which all the State constitu- 
tions are founded, the original, inalieuable right of the peo- 
ple to self government. They are bound to, and, we trast, 
will reverse all the tyraunieal proceedings of the * Algerines”’ 
against him, and thus seud them to posterity in their merited 
guise. We hope lo ser Mr. Dorr the Grove roor ol the State. 
and Mr. Jackson its Senator to Congress.—Phila. Ledger. 


ae See 
A STRIKE 

Among the laborers, and the pavers, on the Pennsylvania 
avenue, took place on Tuesday. The former received but 
eighty-seven and a half cents, and worked eleven hours a day; 
and they struck for a dollar and we ten hour system. The 
strike of the latter was for ime merely. We learn that the 
coatractors for the culverts pay the dollar a day and require 
only the ten hours from laborers in their employ; and: it ex- 
tremely mortifieg us that the government officers should accord 
less than justi hese sons of wil. A memorial has been 
sent to the P nt of the United States, who, it is said, has 
promised to take the subject into immediate consideration, and 
redress their grievances so far as his ability will admit.---U’. S. 
Journal. ' 





ter of his whereabouts. 
| him, will confer a favor by forwarding a line to Miss Biizabeth 
| Rainboth, Newton, Lower Falls, Mass. Printers throughout 


interests of a brother craltismen, are sulicuted to give the above 
an ipseruion. 


Tract in Iowa are far from being satistied with the decisswn 
recently given with regard to their titles. They will probably 
have the question taken up tothe U. 8. Supreme Court before 
itis finally decided. In Galena much excitement prevails in 
relation to the leasing of mineral lands. A recent Executive 
order has caused much alarm and dissatisfaction.---[ Every 
thing is tending to force an adjustment of the land question. } 


Algerine Laberality.—The 
Providence refuse the use of any ublic building to the friends 
of Dorr to hold a meeting in. They are compelled to hold 
them in the open air. It isjust such a petty spirit as this that 
will make Dorr more friends.---Wisconsin Herald. (And teach 
those friends to take possession of the public buildings them- 
selves. } 


lo thy nations the rich shun the view of 
wretc s, which is atteaded with sileat reproach. Those 
who haws g/-operty mistrust the honest, and blame the conduct 
of those | » have none.---Playfair. 


city authorities of 





ere some thirty or forty shanties, occupied by per- | 


They seemed to be tamuiliar | 


urreut, she had drawn off a glove, to enable her to) 


Any persou Kuowing any thipg avout | 


the United States, favorable to the cause of humanity, and the 


most remarkable fossil wonder (which he describes 


‘as ‘the greatest wonder of this age of wonders’’) 


the hame of va Lt ulodon Silliman,” its compliment 


to Prof. Silliman, of Yale College. The des- 


The property | cription of this monster is in substance as follows : 
' 


* T have succeeded in bringing to light the very 


} 


Its soul is as dark as Egyp- | be done? Should it be so, then has Virginia earned a fame | nearly complete skeleton of a most colossal and ter- 


irible reptile, that may be justly termed the king of 
| kings of reptiles. Its length is one hundred and 
four feet—the solid portions of the vertebri from 
‘14 to 18 inches in length, and from Sto 12 tiches in 


mr Behold, what industrious, Department has determined to discountenance, so far as he can diameter, eich averaging rh) pounds m weight. 


Its greatly elongated jaws are armed with no less 
than 40 incision or cutting teeth, four canine teeth 
or fangs, and eight molars or grinders. These 
‘teeth all tit into each other when the jaws are closed, 
‘and itis clear that the animal was of the carnuiver- 
‘ous nature. The eyes were evidently large, and 
‘were prominently situated on the forehead, giving 
the animal the power of keeing a constant and 
| Vigorous watch for its prey. The body had mem- 
bers attached resembling paddles or tins, whieh im 
proportion to the size of the animal were small, and 
were doubtless intended tu propel the body of this 
| enormous creature though the waters of these large 
rivers and seas, which it inhabited or frequented. 
) Each of these paddles 
bones, Which form in union seven freely articulating 
joints. The ribs are of a very peculiar shape and 
exceedingly numerous. ‘They are three times the 
thickness at the lower that they are at the superior 
extremity. 
Dr. K. is at present in Mobile, and has the shele- 

ton of this truly wonderfol animal to lis charge--- 
The several parts are not yet jomed together, but 
'we understand he is willing to arrange and prepare 
them for exhibition, if there were any probability 
‘that he would be remunerated at this period of the 
year for his labor and expense. Under 
‘cumstances, we presume he will take his rare curt 
osity, which of right belongs to Alabama, to some 
“other place for its first exibition. 
| Alabama appears to abound with these fossil re- 
| mains of animals that are now extinct. “The Albany 
| Daily Citizen of a recent date thus deseribes one 
of these wonders now exhibiting in that ety ; which 
‘we doubt not is that discovered a few years since 
by the late John G. Creagh, Eesy., of Clark county, 
‘in this state : 
“ Ttis the petrified vertebra of a monster called 
by the naturalists the Zuyglocon---a creature which 
‘must have been half alligator and half whale. It 
‘was discovered imbedded in a chalk formation on 
‘the banks of the Alabama river, and was boxed lp 
land sent to Professor Emmons, of Albany. The 
| verterbra, extending from a portion of the head to 
ithe tip of the tail, ts eighty feet in leagth as it lies 
upon the floor! ‘The creature must have been, in 
life, from ninety to one hundred fect long !"’---Mo- 
| hile Advertiser. 


or fius is composed of 21 


these cir- 


a. 


“A Fatr Business ‘Transacito,.’—The 
Brokers of Cleveland O., tssued a cireular on the 
16th inst., informing the publie that the note. of 
/certain banks, a list of which was appended to the 
| cireular, would not be received im desposite at ther 
offices. The circular threw out all the Indiana, 
Kentucky, Missouri and Canada banks, six banks 
in Virginia, four in Maryland, fifteen im Penusyl- 
vania, and all Wisconsin Checks. ‘The merchants 
of the city refused to receive money that they could 
not deposite, and the bill holder was consequently 
obliged to find the best market he could for his rags. 
The Brokers then turned round and commenced 
buying at their counters this very money they had 
refused to receive on deposite, and at a discount of 
three per cent, thus pocketing a mee little sum by 
the game. ‘The operation looks queer, but the next 
freak of these money changes may surprise people 
a great deal more.--- Pitts. Post. 

The Spirit of the Times, a New York sporting 
paper, gives us the following information respeernog the Lone 
Island race :---' The oldest inhabitant’ never saw a mi 
perate contest, and Peytona will fee! the etlaects mdunng her 
career. Barney's spurs were the larget we ever suie, and the 
rowells were so long and sharp that he subsequently brought them 
to town and had the points filed doen! Barvey intermed us 


that op the fourth mile of the s« coud heat Lhe was teartul the 
He had been spurring his mare so 





ive les 





bruce was lost. incessantly, 
| that her lacerated sides became callous, and he chanwed his sctin 


order to wet new flesh P 


Size of Newspapers.—lt ms tow much the habit ot 
people to udge of the merits of newspapers by thy hunt 
rather than the quality ol the matter they coutain Bry thos 
respect they are like asapient uncle of ours, whe was @ 

lof the peace. He user obec 
presented to his consideration, by throwing 
connected with each cause into a pair of » 

by their weight. Thank heaven, this pro 

unive really applied. 

For Wisconsin, Ho !---A detachment ot 100) Ver- 
mont farmers are taking shipment ty day for ee Pgh t [oats 
of Wisconsin. They but fulluw thousands whe have preceeded 
ithem already this season. Al! New England seems inclined 


to judge of the mer 


Land Troubles.---The settlers on the Half Breed | wward the new territory.--- Buffalo Advertirr 


Riches ina Heap.--- Bettenhain used to say, that 
riches were like manure; when it lay ina heap it gave out a 
stench, but when it was spread upon tie vrouad. then it was 
the cause of much fruit. 

Mr. Raison has recovered a verdict of $3,000 
damages against the directors of the Everton Bank of Bai 
more, for injuries received by falling into a hole in the pavement 
fronting their property. 





pono —_ 
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GOCIAL REFORM ASSOCIATION — This Association oon 
> tinues its meetings as usual at Franklin Halli, 175 Chethem 
Square, eveery Sunday at three in the afternyon, fer Diecusr'o" _ 
subjects connected with the improvement of the hues" _ . + 
the evening at eight precisely, when addresses are delivered by the 
members on the subject of Setial Reform. Admirnion tree. 


J. HOSS, President. 
N. 1 ls \ Hall to let several nights in the week for Concerts, 
Lectu. 


¥, apply to J. R. Smith at the Hall, between the hours 
of 9 and ly. eae 








FREEDOM. 


* Hereditrary bondsmen! know ye not 


. ” 
Who would be free themselves must mike the blow rg 


Ocean! boundless, wild, and free. 
Ever proudly, widely rolling, 

Might in thy liberty, o- 
Past the power of man’s controlling ; 


Marks and bounds are 29¢ for thee, 
Chains and feuters cannot bind thee ; 


( forever 
A ee oe thee, thus behiod thee ! 


ad thy power to bear 
ee ovely aod and nation ; 
Bur he may not freely share 
Ia the fruits of his creation; * 
For though ee wild demands 
Bread produced by Labor's bands, 
Law depies with stern commands ; 
Lanp is not free ! 


Stars look on thee, mighty ocean, 
From their high cerulean dwelling ; 
Movnbeams smile on thy commotion, 
List’ning to the tale thou'rt telling. 
Thy hoarse voice on every shore, 
Sings tothe slave be free—be free ' 
Listen, brothers, hear his roar, 
Speaks he not the same to ye? 
Tells he not of glorious climes, 
Plenty's fav'rite seats for ever? 
Brothers, ye hear the ocean-chimes, 
Rouse ye---rouse ye---now or never ! 
Would ye, wilers, longer lie, 
Sinking ia hopeless slavery ? 
Speak the woid—and it shal! be, 
Land shall be free! 
——a 
Extracts from Aylmere or Jack Cade. 
PARTIAL FREEDOM. 


Freedom's a good the smallest share of which 
Is worth a lifeto win. Its feeblest smile 

Will break our outer gloo:n add cheer us on 
To allour birth-right. Liberty! its beam 
Asiant and far will lift the slave’s wan brow, 
And light it up as the sun lights the dawn. 


SUDDEN GREATNESS. 

Buckingham. The greatness which is born in anarchy, 
And thrown aloft ia tumult, cannot last. 
It mounts like rocks hurled sky-wards by volcanoes: 
Flashes a guilty moment, and falls back 
In the red earthquake’s bosom. 

Aylmere. Sagely said! 
Go back unto the court, and preach it, where 
Fraud laughs at faith and force at right; and where 
Success is sainted, though it come from hell. 


pT 
THE FORCED SALE. 
A TOUCHING TALE OF REAL LIFE. 

It was a tempestuous night—the winds whistled 
fearfully—and hailstones, whose size threatened to 
demolish the windows, rattled against them with a 
pertinacity as if to test their strength. In the parlor 
of a fine old fashioned house, beside rather a com- 
fortless fire on such a night, were seated the family 
of Mr. Sutherland, consisting of himself, wife, 
daughter and a faithful maid servant. A heavy 
gloom, more of sorrow than of anger, rested on 
each brow; not even excepting that of the maid 
servant alluded to, from whose eager glances, ever 
and anon cast toward the family group, a close ob- 
server would have noticed the deep interest she took 
in the cause of their grief. 

The picture was a melancholy one, for virtue in 
distress has no light shade to reveal; all around it 
is dark and sombre. The sensitive artist would 
have thrown aside his pencil, if the subject had been 
presented to his view as we have described it, and 
his heart would have received an impression which 
could not have been transferred to canvass. 

** To-morrow,” observed Mr. Sutherland, “ is the 
anniversary of the melancholy death of our dear 
Henry—to-morrow will be ten years since the ves- 
sel in which he sailed was lost, and all on board 
perished—all, all.” 

** Alas,” exclaimed the wife, as the tears coursed 
ther way down her cheeks, ** to-morrow will be a 
melancholy day.” 

** Indeed, it will, for to-morrow this house, which 
belonged to my father—the furniture, which time 
has made, as it were, part of ourselves, and asso- 
ciated with many a pleasing event in our lives, is to 
be sold—torn from us by the unrelenting hands of 
creditors. But, thank heaven, misfortune, not 
crime, has reduced us to this stage of poverty.” 

** Must all be sacrificed—can nothing be saved, 
dear father?” inquired the daughter, with tearful 
eyes. 

** No, my child, unless, with what little money a 
friend has generously loaned me, I can secure a few 
articles. Ellen, my dear, take your pencil and put 
them down; first the sideboard, chairs and kitchen 
things. The sideboard, it is true, will be to us now 
a superfluous piece of furniture, but it belonged to 
my mother, and I cannot, will not part with it.” 

‘* But my piano, pa!—must it go ?” 

The wife sighed, the father cast his eyes towards 
the flickering fire, and the daughter was silent. 
The fate of the piano was decided upon. A me- 
lancholy pause in the conversation plainly told how 
severe were the feelings of its victims when exact- 
ing the penalty of a bond. 

‘Go, Mary, and request the sheriff’s officer, who 
is watching the property, to walk into the 
he is only doing his duty—no doubt it is as painful 
to him as it is distressing tu us. 
seat at our fire, for it is a severe night.” 

‘* It is indeed a fearful night,” observed Mrs. Su- 
therland, ‘ and we have behaved rude to this man.” 
we I made a fire in the room where he— 


** Speak out child—it was with the last stick ?” 
‘“* Father, it was.”’— 


Let him have a. 


hammer, rolling his eyes, Nl 
The motley crowd gathered around him. 


ground rent. 
lars. 
+seemed desirous to purchase it. 

Seven thousand five hundred dollars was 
bid, upon which he dwelt for a moment. 


lars.” 
“ Eight thousand.” 


going, gone! What name ?” 


stranger. 
“Is it gone,” whispered Mr. Sutherland 


have no home now.” e 
‘*‘ Now gentlemen,” said the auctioneer, * 


session of it, if possible. 
ces the things are sold.” 
it at ten dollars. 
twenty-five by Mr. Sutherland ; fifty from M 


ford silenced the anxious parents, and the 


possessor of the house. 


“then, sir, why did you not buy it for him ?” 


incident. 


‘* And pray, sir, what may that be ?”’ 


I’|] do it, though I pay double price.” 
6 yea '* muttered Mr. Sutherland, 
found his family in another part of the room 


the very axe in the cellar. 
with him into an adjoining room. 


After the 


romance. Ha! ha! ha!”’ 


they were once mine—let that pass.” 


your tenant. 


chase ; the sideboard, for instance, is a family 





| will not refuse me this favor.” 

‘*T cannot take it, sir.” 

“ Obdurate—ungrateful man !”’ 

** Will you not let pa buy my piano, sir!” h 
asked Ellen; ‘ he will give you the price at 
it was sold.” 


this. 
in the cellar !”’ 

“Then, Mr. Clifford,” exclaimed Mr. 8 
have no further business here. 


us quit this house ; we are not even free from 


Where is Mary?” 
and I am fastening it with a rope.” 
trunk,” coolly observed the stranger. 


aod to me strange conduct, much further. 
| poor girl has been to me and mine the best, 





parlor ;| may say the oldest friend; she has remained with 
|us in poverty, assisted us in our distresses, not only 
with her purse, but her hands; she is not to me as 


a servant, but one of my family, for there is, 


exists in blasted wealth. 


who dare take it from her ? 





Mary returned with the officer, a polite, 
manly man—for such should be the chara 
men who have to perform a part in the dram 
—unlike that of the inquisitors of old, wh 


gentle- 


ose pro- 


vince it was to torture by the rack ; with this differ- | 


ence, however, theirs was a physical torture—ours 
@ mental one, administered with all the nicety and 
precision of legal justice! The officer politely ac- 
cepted the invitation, and endeavored to cheer his 
Victims by enumerating many cases of a similar 
kind, equally pelevest and distressing. Thus the 
evening passed heavily and cheerlessly away. 

n the morning of the contemplated sale, there 
was to be seen a crowd of people flocking to the 
house of Mr. Sutherland—some out of sheer heart- 
less curiosity, friends of the family, who came with 
mockery on their lips, and empty purses ; others 
with an intent to purchase ; but not one among the 
crowd showed the least desire to aid assist ms m- 
pathise with the distress of the family. This eke 
world; we laugh at the misfortunes of our fellow 
creatures, and even mock their distress, by witness- 
ing in silence their sufferings. The auctioneer 
now making his arrangements by flourishing "he 


(as 


Not you, sir.” 


| has been to you a friend ?” 
“* Indeed she has, a kind and noble one.” 


and will you be seated ? 


you that it was my determination to buy it, 
tell you now that I will not sell it.” 


“That, Mr. Clifford, needs no repetition.” 


was the same. 





purpose of restoring them to you and yours 


and using his tongue. 
The house 
was put up first ; it was accurately described—free 
from all incumbrances, and subject to but very small 
It was started at five thousand dol- 
There were several bidders, all of whom 


Mr. Su- 
therland compressed his lips together, and muttered 
to himself, “ It cost my father fifteen thousand dol- 


‘Seven thousand five hundred dollars, goin — 
once—twice--three times--for the last time going’ — 


“ Thank you sir. Going at eight thousand—once, 
eight thousand, twice—eight thousand ; three times, 


Clifford,” was the response ; and all eyes rested 
on a tall, noble-looking man, who had remained si- 
lent during the rapid bidding of the speculators— 
and who, as the whisper went round, was a total 


wife, as he pressed her hand in silent grief, ,‘‘ we 


sell this sideboard, in regard to which I am request- 
ed by the creditor to say, that it is an old family 
piece, and it is the wish of the owner to retain pos- 
I merely mention it, as 
it is known to you under what peculiar circumstan- 


This bad the desired effect—no one seemed wil- 
ling to bid against the unfortunate man, who started 
Twenty was bid by Clifford; 


piece of furniture was knocked down to the new 
A gentleman who stood by 
remarked, that the act was a cold and heartless one. 

‘* Was it?” sarcastically asked Mr. Clifford; 


Mr. Sutherland was much affected by this little 


‘* He little knows how much he has lacerated this 
heart. But I will purchase the piano for my child.” 

He stepped up to Mr. Clifford, and told him the 
desire he had to purchase the piano for his daugh- 
ter, and he ‘ hoped he would not bid against him.” 
Sir,” said the stranger, ‘‘ as much as I respect 
yaur feelings, and the sympathy of this good com- 
pany, I cannot, nay, I will not promise, after the 
determination made when I first entered this house.” 


‘* To purchase every thing in it, and by heavens, 


The stranger fulfilled his promise, and actually 
bought every thing, from the house itself down to 


After the sale was over, and the company had re- 
tired, Mr. Clifford requested the auctioneer to walk 


la © 
of a few moments, they both returned to the fle 
where the family still remained. The’ auctioneer 
looked around, gave a knowing smile, wished them 
all a good day, and as he left the room, was heard 
to say: ‘‘ I never heard of such a thing; a perfect 


‘* You are now,” observed Mr. Sutherland to Mr. 
Clifford, “ the owner of this house and furniture; 


“‘T am, Sir, for the time being, your landlord.” 

“1 understand you, sir, but will not long remain 
I was going to observe, however, that 
there are a few articles which I am anxious to pur- 


[ will give you fifty dollars, the price you have paid, 
and I feel assured, under the circumstances, you 


** It is painful for me, young lady, to refuse even 
[ will sell nothing—not even the wood-saw 


Come my dear— 
Ellen, get your bonnet—that’s your bandbox—let 


‘‘T am here, sir; the key of my trunk is Jost, BN 


“Stop, my girl; methinks [ purchased that] be 


“* Mr. Clifford, I am not so old but that I can re- 
sent an insult—nay, will, if you carry this arrogant, 


heaven, no such base distinction in poverty that 
Here, here, with nothiug 
but what we have upon our backs, the master and 
servant are equal. She is part of my family, and I 
will protect her from insult. The trunk is her’s, and 


Mr. Clifford cast his eyes upon Mary, who at that 
cter of} moment arose from the floor; for an instant they 
a of life | gazed on each other in silence. ‘“ And she, you say, 


“Mr. Sutherland, stay one moment; my good 
girl, put down that trunk ; take a seat, Madam; 
rmit me, Miss, to hand you achair; Mr. Suther- 
; I have yet something 
more to say. When you requested me to yield up 
the wish I had to purchase that sideboard, I told 


“Aye, but it does, and when that young lady 
made the same — for her piano, my answer 
top, sir, hear me out; no man|—— Editor.) is removed from 
would act so wiheer & motive ; no one, particularly Tn Deseret yout 408 Secale Vie _- 
a stranger, would court the displeasure of a crowded 
room, and bear up against the frowns of many, with- | “m*te#; Owen's New Morel World, ke. 
out an object. Now I had an object, and that was 
—be seated, sir—Madam, your attention—thet ob- 
ject was to buy this house and furniture, for &, }sole 


Bin |”? 
* », 


“ Sir, is not this a cruel jest ?” 

“Is it possible?” exclaimed the mother and 
daughter. 

Amazement took possession of Mary, and her 
trunk fell to the floor with a crash, causing her 
small stock of clothing to roll out, which she eager- 
ly gathered up and thrust back, without any regard 
to the manner in which it was done. ' 

“The auctioneer,” continued Mr. Clifford,, ‘* has 
my instructions to have the matter arranged by the 
morrow. In the mean time you are at home, Mr. 
Sutherland—you are in your own house, and I am 
the intruder.” 

“Intruder, sir? Oh, say not that—I will not tell 
what a relief this knowledge isto me; but I am 
yet to know how I am to repay you for all this, and 
what could have induced you, a total stranger, thus 
to step forward. Ah! at t strikes m - 
cious heaven! Can it be! on me, Mr. Clifford 
—nay, start not.” ‘The stranger actually recoiled 
from the glance of Mr. Sutherland’s eye. ‘‘ Look 
on me, sit; has the girl—that innocent girl, who 
stands trembling there, any iaterest in this generous 
actof yours? Speak sir, that I may spurn your 
offer, and resent the insult.” 

“I will not deny, sir, but she has.” 

“‘ Me, father, dear father? I never before saw 
the gentleman’s face.” 

“‘ Say not so, Miss” — . 

 Sir—I—I, indeed, father, I’ — 

‘“‘ Remember ten years back; call to mind a light 
haired boy whom you called” — 

“ BROTHER!” 

‘‘ Gracious heaven ! 


at last 


to his 


"7 
: 


Henry, my boy 


“Is here ;---1 am your long-lost son '” 
e ° e 


r. Clif- 


Need we add more? Our readers can readily 
family 


imagine that a more cheerful fire blazed upon the 
hearth, and Mary, the faithful servant was not for- 
gotten inthe general joy which prevailed on the 
occasion. 


eee 


‘* Poor but Honest.’”-—The newspapers, and other 
equally great authorities, make use of this phrase 
in biographical notices--‘‘ He was born of poor but 
honest parents!” Pour but honest! that is to infer 
that the parents ought to have been dishonest be- 
cause they were poor; but that in the particular 
case they were honest, spite of their poverty. This 
common phrase is a direct insult to the condition of 
ninety-nine men out of the hundred, and an indig- 
nity to human nature. There might be, consider- 
ing the manner in which many fortunes are ac- 
quired, some little shade of meaning in saying of 
the heir of fortune---“‘ He was born of rich but 


honest parents !”’---but the ‘‘ poor but honest” phrase 


is atrocious. 
as he 


. Advertising. 

Our friends, who wish to support this paper and thereby the 
cause of liberty throughout the world, to which all its profits 
will be appropriated, should advertise and deal with those who 
do advertise in it, when they can do soon fair terms. 


Any sort of trum or humbug it is hardly worth while to 
advertioe in this pr because our readers are men of sense 
and judgment; but if any one has any thing useful to dispose 
of or any useful art to practise, our columns fwhich are perused 
by the thinking men of all parties) will afford a desirable me- 


dium, as is acknowledgd by several who have tried it. 
—_—@~— 


OG Stanvine Notice.—We sometimes send back num- 
bers of our paper to postmasters, or other citizens, (when 
we have no fresh ones to spare,) merely as specimens, with- 
out regard to their staleness or condition. When, therefore, 
any person receives a copy of the paper, he will understand 
that it is sent gratwitously : we ask nothing in return, but its 
exhibition to his friends 


a Subscribers to this paper should be careful not to let 

one be destroyed ; and, if they do not intend to bind them, 

should send them to their friends in the country. Single 

papers, in many instances, have done much good in procur- 

ing subscibers and extending a knowledge of the principles. 
———— 


relic; 


(7 Every one of our subscribers, who has an acquaintance 
residing on or near the Public Lands, should send him copies of 
he Agrarian papers. ‘ Squatters,”’ too, should be informed 
that there.is a movement oa hand to make freemen of them 


umbly and their posterity. 


which (G> Subscriptions for the Albany Freeholder received 


at this office. 
—_——— 
A pamphlet of 16 pages, 8 vo., entitled YOUNG 
AMERICA, explaining the pony ms and Objects of the 
National Reform Association, with diagrams of a Township 
and Village, and the testimony of numerous public men, 
public writers, and presses in favor of the movement, is now 
ready. Price 81.50 ahundred. This pamphlet has been 
prepared at the suggestion of a lady, (the wife of a distin- 
ished philanthropist and large landholder ef this State,) 
who contributed $10 towards placing it before the Govern- 
ors and Legislators of the Union. Orders ( free) may 
to Jonn Winprt, Treasurer of the Association, 
or to the Editor of this paper, New York. 
mail, the pamphlet (being an extra of the paper) will bo 
subject to newspaper postage. 
—_—@———_ 
(7 To obviate the difficulty caused by the frequent discon- 
tinuance of new papers for which money has been paid in ad- 


vance, we will take subscriptions for any period, at the rate of 
$1.50 a year. 


(G7 Clubs of five or more, who will forward the money free 
of expense, shall receive the paper at ONE DOLLA a year. 


WORKING MAN’S ADVOCATE. 
The first volume of this paper was issued under the above 
title, and complete sets may still be hed at the subscription 
price. It contains a fund of matter on the subject of Land 
Monopoly to be had no where else, which would be of great 
service to those who are newly embarking in the Free Soil 
Movement, as Lecturers or otherwise. 


“e we 


insult. 


The 
and I 


thank 


——————————EEEEE— eee 


AN OWNER WANTED for a Clock that was gee 
in 18th street, on the night of the great fire of 18th & 1 
streets. The owner can have it by applying at No. 63 22d s., 
proving property and paying {ur (iis advertisement. 

je & Winiiam Devanncr. 





JOHN W. GOULD, 
MANUFACTURER AND DEALER 1N 
SEGARS, FRUIT, AND CONFECTIONARY, 
Wholesale and Retail, 


No. 281 Second street, New York. je21 3m 


and I 
URNITURE.—W. J. Dun & Co. keeps constantly on 
hand a general assorimeat of Household Furniture which 
they sell cheap for cash, at 209 17th street, near Sth oe 
jel4 





street to 3 Franklin 


, where j 
lished a new edition of the Rights of y fay Wo 


b- 
oman, by Mary Woll. 


N.B.—A variety of Liberal works for sale. mil7«f 








eytienee sty 


If forwarded by | . 


and useful invention has met the approbation of eve 
taste who has fairly tested its value, and is rapidly coming into 


HINA, GLASS, and EARTHEN. 
Cc ware, Wholesale and Retail, | 
ALExaNpden Storr is now Teceiving 9 
large and select stock of the latest importa. 
tions, consisting of Gold Band, White 4 
Blue raised figured China, Flowing Bj. 
Printed, and Granite Tea and Dining Sey. 

of the newest patterns and finest quaiiry. 

also on hand, cut, moulded, and plain Glass 
Solar, Lard, and Camphine Lamps for Parlors and Stores, 
which he will sell at low prices for cash. 

A large stock of C.C. & Moco Ware, &c., suitable for Gro. 
cers and the country trade, on liberal terms. Hotels, Stean, 
Boats, Sloops and others, will be supplied on the shortest notice 
Mt... kinds of Lamp Wick to the Trade and manufactured to 

er. 

N. B.—Sign of the Two Big Pitchers, 474 Gr 
opposite the end of East Broadway. 


CELEBRATED 
OF THE EYE. 


FOR DISEASES 
OCULIST. 
No. 257 Bowery. 


BOURGEOIS 
Diseased, weak or inflamed Eyes cured without pain or Surgical 
operations. 

Respectable references given to parties whose sight has teen 
restored within ashort tine after being perfectly blind for severa! 
years Office N 0.257 Bowery. fe 1h tf 


Wy inDow SHADES.—FRANCIS MAC BRIDE  respee:. 

fully informs his friends and the public,that he has com. 
menced business, as Window Shade Painter and Interior Decora. 
tor, at 74 Bowery, in the third story of the Croton Building, 
New York, whee be will be able to supply the country merchants 
or others with good articles on eden terms. A large assort 
ment always on hand, and Shades painted to order after any de 


and stree, 
m22 tm 


PREPARATION 











sign. 
. B.—The Partnership of Mac Bride and Chappel is disrolved 
by muteel consent. m7 tf 


—_— -_—- - — - -—— 





yur Subscriber has on hand an extensive assort. 

ment of Hats and Caps which he is selling us 

cheep as can be purchased at any other store in the 

city. They are made expressly for the retail trade, 

and are warranted to give perfect satisfaction. The 

public is respectfully invited to call and examine the qualities and 

prices, and judge for themselves. Uats and Caps made to order a 
ashort notice. Also,a are assortment of Umbrellas cheap. 

my3 6m F. P. CONANT, 444 Grand street, near Willett 








—_—_— 


E. PHILLIPS, 2344 Bleecker street, calls the attention 

of his friends and the public to his excellent and genera! 

assortment of HATS andCAPs EE. P. flatters Lieneatt 

' that for elegance, lightness, cheapness and durability his 

ats and Caps cannot be surpassed in the city, Remember the 
number, 2344 Bleeker street. 

N.B. A variety of Summer Goods, such as Leghorn and Palm 
Leaf Hats, etc., equally cheap. Leghorns cleaned and altered to 
any shape. m10 3m 

ANN and McKIMM’S cheap Clothing Establishment, 25 
Carmine street.— At this well known general cash Clothing 
Establishment, Clothing of every description can be had ready 
made or furnished to order, cheaper than at any other house in the 
United States, when the quality of the garment is taken into con. 
sideration. The subscribers have always on hand a very extensive 
variety of Clothing, suitable for a}] seasons, and they do not hesi. 
tate to say that customers cannot be better suited at any other 
establishment. 

The subscribers are much gratified with the very genera! satis. 
faction expressed by their numerous customers, through a period of 
the last six yeans, and they hope, by using every means in their 
power, to contine to give the same satisfaction, not only to their 
old customers, but al#o to all those who may be pleased to patronize 
them. 

M.and M. wish it to be distinctly understood, that every garment 
made to order by them, is warranted to fit; and any garment that 
does not suit in every respect may be left. They wish every Cur 
tomer to be satisfied with the fit of his garment, and also to be sa. 
tisfied that he has the value of his money. 


MANN & McKIMM 
Are buying for CASH every thing that is New, Fashionable, and 
Cheap, that relates tc the Clothing Business ; and they would call 
the op pes attentive of those wanting Clothing to their superb 
stock of extra super French and English 
BROADCLOTHS & CASSIMERES, 
Beavers and Pilots, 
RICH VELVET, SATIN AND OTHER VESTINGS, 
&e., &c., &e. 
Any of the above will be sold by the piece or yard as low as at 


any Dry Goods Store in the city, and garments made from the saine 
- the most fashionable style, at :he following low prices, 


ine DreasC oats from $10 to 18 | Fine Frock Coats from 812 to20 
Wool Black and Fancy Cashmere Pants, from . 84 00 to 8 00 
Satinet and Low Priced Cashmere Pants « 1 75 to 5 00 
Satinand Fancy Vests, from . - 10 t040 
Any person desirous of furnishing their own goods cen havethem 
e in the best style, at the following low prices—4@ Full Suit 
furnished in 24 hours, 
PRICES FOR MAKING AND TKIMMING—A FIT IN ALL CASES 
WAKRANTED : 
Dress Coats, from $5 00to 8 00 | Pants, from $1 25tol 75 
Frock Coats, “ 0 WO0to9 00 | Vests, « 1 25to01 75 
Over Coats, Cloaks, Sack and Business Coats proportionabl 'y low. 
Fashions reeeived from Paris and London monthly. 
Boys’ Clothing cut and inade in the latest style at equally low prices. 
A Rich Assortment of 
HANDKERCHIES, SCARFS, STOCKS, AND CRAVATS, 
Also, Shirts, Bosoms, Collars, Gloves and Suspenders, 
And an extensive variety of Tailors’ trimmings. 
ror N.B.—THE TRADE supptied with Sack, Office, and 
Business Coats, by the Dozen, at the lowest wholesale prices. 
Terms invariably Cash. MANN and McKIMM, 
d7tf 25 Carmine street. 


CONSPIRACY TO DEFEAT GOVERNOR DORRK’S 
LIBERATION. 
Just Published, 
MmpHE CONSPIRACY TO DEFEAT THE LIBERA- 
TION OF GOVERNOR DORR, or the Hunkers and 
Algerines identified, and their Policy unveiled. 
o which is be added, a Report of the Case; Exparte 
Application to the Supreme Court of the United States for a 
rit of Error, or for a Writ of Habeas Corpus, to bring Gov. 
Dorr out to Washington, and enable him to sign a petition for a 
Writ Sof Error. The Case comprises the Motion to the 
Supreme Court; the Petition of sundry Citizens of Rhode 
Island ; Affidavits showing the Treatment of Dorr by the In- 
spectors of the Pnson; Argument of Counsel, and the De- 
cision of the Court upon the Motion. The copy nght is se- 








Price Twenty-five Cents per single copy. One hundred 
copies or more at the usual discount. 


March 13, 1845. JOHN ‘WINDT, 16 Spruce street. 
QF An early return of the Subscription Papers requested. tf 





Just Published, by H. D. Bristor, 87 Reade street, 
THE AGHARBIAN SONGSTER, 
A Collection of Songs, adapted to popular airs, illustrative of 
the principles of the National Reform Associatich. Price 3 
cents. liberal discount allowed to the trade. 
Also, for sale as above, ; 
TREASON DEFINED, by F.C. Treadwell ; to which is added 
the Declaration of Independence and the Constitution of the 
United States. ‘ 
BIOGRAPHY, NOTES, and POLITICAL LETTERS °! 
Frances Wright D’Arusmont. fe20 tf 








Bx00Ks. Manufacturer of DICK’S PATENT ELASTIC 
METALLIC SHANKS, for Boots and Shoes. This unique 


gentleman 0 


rera] use among all persons who regard ease, grace, comfort and 
ility as desirable requisites in thelr boots and shoes. It makes 


the boot or shoe more elastic, preserves its original style and shape, 
and gives the hollow part a beautiful and elevated arch; thereby 


allowing the heel to be worn very low without exposing the pants 


loon strap to injury. It also keeps the foot from pressing forward, 


it ina natural and easy position. 
The undersigned, and John Dick, 109 Nassau street, are the 
only ns who make and sell beots and shoes with this inven. 
tion, in the cities of New York, Brooklyn, and Jersey City, but 


dealers who wish to purchaee these boow to sell in other piace 


must buy them ot the subscriber. f 
Gentlemen who are desirous of obtaining a fashionable pair ° 

boots, eonstracted in the manner ebove mentioned, are invited t° 

call at 138 Fulten street. (04 6m) LORIN BROOKS. 


MIACHINE PRINTING PRESSES, manufactured by James 
Maxwell, 259 Bowery, New York. Double-frisket “— 
Presses altered to Single (requiring but one feeder) by ® *!™Pl" 
and efficient arrangement. Bookbinders’ Machinery. vongenrvel 
and Bookbinders’ Apparatus, of every description, made y bp 
or repaired on reasonable terms. {St 





REY SS aes — awe 


RAaes. BANNERS, BUNTING.—Mrs. Susan Newell, ee 
tional and Fancy Flag Maker, 166 William, neer Beekma 





street, Now York, executes to order flags of al! kinds, and keeps 02 


Boaz ING,—A few young Men ecoommo. 
voit” ane th 1} 
Cheeput street. ; 


Banner a made of 
manner. Names, 


4 


; 


assortment of “ The Star 


| 
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solished , “ The 
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ay morning in the True 5 rh. al 

Sua building, Nassau st. § to dwell 


Terms 91.50 @ year,? ; “ Ne 
ja advaneo, or at the § title to « 
same rate for any shori-) “My 
er period. No paper ia dy 
seat longer than paid for. ‘a, shee 

@5 a year for packages < jhon any 
of five, and ia proporiie | be sold, 
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. Phe Blight of 
The Editor of the Voice of I 
after speaking of the beauty aad 
Valley, thus moralizes : 

* But while we speak with 
this beauteous land that the 
here for his children—a land 
mankind—a laad that wow 

leaty, and happy homes; y 
is suggested that we cannot 
rich treasure which nature 
itage to all her offspring, @ 
able to their earthly well be 
favored few,” thus throwing 
lives of a large portion of 
ricious grasp? Here are 
and prolific, with boundary 
that it is said, belong to me 
ed by actual productive labor, 
men who live ia mansions li 
hire servants to cultivate the 
them—hire servants to feed 
the luxuries for them, for w 
them the privilege of takir 
they have produced to keep 
No wonder the young men 
the country under such a 5 
secking employment in our 
ing towns ; for should they 
three score and ten, they ce 
to call their own; and thu 
leave their homes and a cow 
bling—where under a Chei 
and just system of industry, 
health and happiness, #, ble 
honor to humanity. But 
ard’s grave, a gambler’s 
death, may be said of multi 
were born among these hi 
Vermont and N. liens 
many of their fair daughteg 
neglect to the hut-houses of 
towns, and uthers are pint 
degradation. When will 
and as they increase in W 
the arts, increuse in intelli 
pleasing it would be to all t 
to see the whole fertile val 
rife with the blessings of 
which would generate friend 
ty, instead of this system ¢ 
hands of a few, which eve 

paratively less, and causi¢ 
vice and disease in the com 
“The Rail Road mana 

fury. Every man, both s 

to go by his house; and ev 
depot. It is astonishing to 
insanity upon this subject ; 

only road to salvation, by t 

fested, this side of Ficht 
plan and scheme is brough 
peculiar interests of each 

Railroad to Gill up the coffe 

the treasures of honest ind 

thropic peuple.” 


SHALL WE EVER 
Under this head the U. S. Je 
the speculation manias which Pe 
monopolies have #0 frequently inf 
enlightened country. The Journ 

reason, that there is more troub 
article concludes us follows: 
“ We have the most pat 
all we can hear and see, th 
gotten the wisdom taught 
The fever of omer 
with appalling violence. 
coupe cold and calcu 
railroad excitement, whick 
unabated intensity. The 
THIRTY MILLIONS OF DOL! 
are plunging still deeper 14 
. culation. "TWELVE MILLIC 
roads now in progress of § 
face of that ‘part of the co 
sected with these iron tu 
the consequence? Monogr 
ing, soulless monopoly, wi 
land of the pilgrims, with 
tions, and its ye will 
speculations will spring « 
a raiath ; and again we 
prosperity smitten ae wil 
with a lightning’s stroke. 

“The canal a Loc 
mind. What with the or 
rock on the one hand and 
wise must be the pilot if ¢ 
her destined haven in saf 
deaf—do we exhibit facts 
ever learn to think—sha/ 
past experience ?” 

The money of the country « 
the government. The gover 
to make ali the roads and ca 
ter than now when Land Me 
to be made over speculators’ 

While the landless laborers 
treble labor to heap up weal! 
continually want legisiative 
to beget more. Never fear, t 
dom” when we get to the root 





